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EXPLANATORY 
Previous to 1907 there were maintained in the Bell System, 
three laboratories and departments of development, research and 
experiment,—one by the American Telephone and Telegraph 
Company at Boston, one by the Western Electric gene dl at 
Chicago and one by the Western Electric Company at New York. 


In 1907, in the interest of economy and efficiency, these were 
consolidated so far as laboratory and experimental work were 
concerned and the Bell System Laboratory at Bethune and West 
Streets, New York, was established. The expense of operation 
is divided between the American Telephone and Telegraph Com- 
pany and the Western Electric Company according to the nature 
of the work done. , 


In the Bell System the American Telephone and Boh gin 
Company undertakes, through constant association with t e 
operating organizations, to formulate the requirements, present 
and future, of the Bell System. Out of these requirements come 
the problems of the American Telephone and elegraph Com- 
pany’s Department of Development and Research and the System 
laboratory. After the problems have been satisfactorily solved, 
the Department of Development and Research adopts as standard 
the systems, equipment and apparatus thus produced which are 
then specified for their proper uses in the Associated Companies 
by. the Engineering Department of the American Telephone and 
Telegraph Company. When different departments and companies 
are mentioned in this publication, so far as they are parts of the 
Bell System, they are parts of one working organization 
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High Frequency Amplifiers 


By H. T. FRIIS and A. G. JENSEN 


N this paper, a simplified mathematical treatment of the theory 


of high frequency amplifiers ts presented, and the theory is veritied 


by experiment. This method of mathematical analysis provides a 


ready means of predicting the performance and action of an amplifier 


from a knowledge of the fundamental constants of its circuit and 


places the design of high frequency amplifiers on a precise and rational 


basis. The paper also includes a description of various methods for 


quantitatively determining the amount of amplification at high 


frequencies. 


In order to make the discussion more casily followed, it is started 


with the simple close-coupled non-resonant transformer ampliner 


of the kind used at audio frequencies, and it is pointed out that good 


efficiency at higher frequencies requires that the transformer be used 
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Fig. 1—Schematic of One Stage Transformer Coupled Amplifier 


at its natural frequency, i.e., the transformer inductance and dis- 
tributed capacity must be in resonance. We have therefore, next 


treated the simplest type of resonance circuit amplifier, namely, a 


single tuned circuit amplifier, and it is shown that exactly the same 


method can be used for a choke coil amplifier or a close coupled 


transformer amplifier. Finally, it is shown that a loosely coupled 


transformer amplifier can be treated like two coupled tuned circuits. 


Considering a low frequency transformer-coupled amplifier, in 


Fig. 1 (a) there is shown an amplifier tube I with its output trans- 
former 7 working into another tube IT and in Fig. 1 (b) is given the 
corresponding equivalent circuit. The equivalent circuit is obtained 
by the theorem, that the plate circuit of a vacuum-tube may be 
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treated as an ordinary a.c. circuit, consisting of the external impedance 
in series with a resistance Rp, and in which the impressed emf. is 
weg, Rp being the internal plate impedance of the tube, w the amplitica 
tion constant of the tube and eg the voltage applied to the grid. 

In Fig. 1 (b) Cp is the plate to filament capacity of tube I, and the 
input impedance of tube I] is represented by a resistance R, in paralle! 
with a condenser Cs. 

The maximum amplification which can be obtained by this amplifier 
is given by the well-known expression 


R 
K=-— =] 
R 
but this maximum amplification can only be obtained when 
> Rp, 
> RR, (9 


wl, 


and R, 


Large reactances w L; and w Le can only be obtained at low fre- 
quencies because at higher frequencies the effects of internal tube 
capacities and the distributed capacity of the coil become large. This 
may best be illustrated by means of the table given below: 


TABLE I 

Natural Reactance at 
Coil Inductance Tuning Half Natural 
No. Frequency Puning Frequency 

f ri L 

1 0025 henries 10° cycles 8,000 ohms 
2 25 80,000 
3 25 og * SOO,000 


The tube capacity plus the distributed capacity of each of the three 
coils for which these data are given is assumed to be 10 wuf. Since 
transformers in order to give a flat band must work below their 
natural frequency a much higher impedance than given by zf LZ in the 
Table can therefore not be obtained. It is thus seen that only at 
audio frequencies is it possible to build a transformer with an im- 
pedance which is high compared with the tube resistances, the plate 
resistance being of the order of 6,000-50,000 ohms for ordinary re- 
ceiving tubes and the grid resistance R, being as high as 4 10° ohms 
but often limited to 500,000 ohms by an added resistance. 
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At higher frequencies sufficiently high impedances can only be 
obtained by working at the natural frequency of the transformer, and 
to illustrate this we shall in the following give some results of experi 
ments made with ordinary tuned circuit amplifiers, choke coil ampli 
fiers and loosely coupled transformer amplifiers at high frequencies 


TUNED CIRCUIT AND CHOKE Cort AMPLIFIERS 


In Fig. 2 there are shown to the left two different ways of connecting 
up a tuned circuit amplifier, and to the right are given the corre 
sponding equivalent circuits. The input impedance to the next 
tube is assumed to be a pure resistance R,, thus neglecting the grid 


TUBE CIRCUIT EQUIVALENT CIRCUIT 
I 
wa Rp Rg a 
ar 
2,2 2 
R'=R\+Ro + , Wo (L2+M) 
Il 
Rg 
| Rp a 
3 
C,C2 | 
wo=2Nfo, fo=resonant frequency 
Fig. 2—Schematic of Tuned Amplifier Circuits 
filament capacity and the grid-plate capacity of this tube. The 


effect of the grid-filament capacity, however, will only be to detune 


the circuit a little and can, therefore, be compensated for by retuning 
the condenser C (or C; and C2) and the effects of the coupling through 
the grid-plate capacity of the second tube will be treated specially 
later. 

Fig. 2 gives the well-known formulas for the equivalent series re- 
sistance R’ of the circuit at resonance and for the impedance of the 
circuit Zg,_» measured between points a and > at resonance. 
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From this we then get in Case (A 


and, assuming that Rp> 


Henee, detining the voltage amplification AK of the tirst stage as the 
voltage impressed upon the erid of tube IT divided by the voltage 


impressed upon the grid of tube I, we have 


Wo" (Lot)? 
In order to find the step-up ratio, which gives maximum amplitica- 
tion we have to solve for in the equation 6K) 6(L.+ J/) =0, 


which gives 


and by inserting this in equation (4) we get 


From equation (5) it is seen that the condition for maximum voltage 
amplification is exactly the same as the well-known condition for 
maximum power amplification; namely, that the external impedance 
Z,-» inserted in the plate circuit must be equal to the internal tube 
impedance Rp. 

By repeating the calculations given above for Case (B) in Fig. 2, 
it will be found that this condition again holds good, and also it will 
be found that the expression for Aung, is the same. 

\s already mentioned the resistance R’ in the formulas above 
includes the equivalent series resistance introduced in the tuned circuit 
by the impedance of the input circuit of tube TT, but in many cases 


this extra resistance will be negligible as compared to the resistance of 


the coil itself, and equation (6) thus gives us the very interesting 
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\ 
information that the maximum amplitication ol 
tuned circuit amplifier is proportional to the 
reactance to the square root o| the resistance In the case of ord 


selective circult such as a tuned loop antenna the ¢ 


developed is proportional to the ratio of the Inductive reactance 


the jurst power of 


he resistance. Vhis does 


ance ts less desirable in amplitier coils than in ordinary tuned cir 


but it does mean that the penalty exacted by increasing the resist 


ance is not as great. 


In order to test the formulas given by equations (5) and (6 
series of experiments have been carried out 
For measurements of the maximum amplification of a tuned 


amplifier a circuit as shown in Fig. 38> was used he grid of the an 


plifier tube [is connected up to a known resistance, through which is 
passed a known current, and the voltage across the tuned circuit is 
measured by means of the tube-voltmeter I]. The inductance L,/ 
is made up of a single laver solenoid closely wound with 178 turns of 
solid wire and its value was 1.83% 10 ° henries 

Keeping the frequency and the input from the oscillator constant 
the circuit is tuned to resonance by means of the variable condenser 
C and the lead from the plate to the coil is then moved along the coil 
until a point is reached which gives maximum deflection of the tubs 
voltmeter. During this process it is necessary to retune the circuit 
for each new point tried. Having thus obtained the right step-u 
for a certain frequency we then measure the amplification for ditterent 
frequencies and get the amplification curves shown in the upper halt 
of Fig. 4. On the lower half of Fig. 4 are given the number of turt 
(Le) across the plate of the amplifier tube and also the capacity of 
the condenser C for each of the four cases shown 


kor 1 more detatled des ription of the metho 


titled below 
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In order to calculate the maximum amplification from formula (6 
it is necessary to know the resistance R’ of the circuit, the voltage 
amplification factor w, and the internal plate impedance Rp of the 
amplifier tube. R’ was obtained by running resonance curves for the 
circuit with the tubes connected up as usual, but with no filament 
current in the amplifier tube, in which case Rp may be regarded as 
being infinite. 

These resonance curves are shown in the lower part of Fig. 4, and 
the resistance is then calculated from the well-known formula 


= 2r(fi —f2)L, (7) 

in which f; and are the frequencies, for which Emax, V 2. 
The resistance R’ may also be obtained from the amplification 
curves as these can be regarded as resonance curves for the tuned 
circuit with the resistance Rp across part of the coil, and since this 
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Fig. 4 —Experimental Amplification and Resonance Curves of Tuned Circuit Amplifier 


part of the coil is chosen so as to give Za_»=Rp», the equivalent 
series resistance should have increased to exactly twice the value 
found in formula (7). By comparing the widths of the amplification 
curves in Fig. 4 with the widths of the corresponding resonance curves 
it is seen that this actually was the case. 

The internal plate impedance Rp and the amplification factor u 
were obtained from the slope of the static characteristic of the ampli- 
fier tube used (a Western Electric 215-A or “peanut’’ tube). 


j 
{ 
4 
| 
be 
3 
‘ 
a 
: 
ay 
4 


HIGH FREQUENCY AMPLIFIERS 


The results of the calculations are given in Table Il and the 


lated values of Amax are seen to agree very well with the meas 


values given i 


Frequency 


172,000 
357,200 

704,000 
1,100,000 


The amplification of the amplifier was also measured with no step-up, 


Le., with the 


Fig. 


coil and the t 
amplification ¢ 


From a resonance curve the following value is obtained: 


R’ =2rL(fi—fe) =27 X 1.63 X10 15,000 


and, therefore, 


1 the last column. 


Caicu 


iY 


Il 
L=1.63 X 10-3 henries, = 22,000 ohms, =6,1 
Caleulated Ma 
Amplificatio 
R’ Measured 
f f Jarl Na 
™ Amplifi n 
VI 
1,110 11.4 10.7 10.3 
2,150 22.1 15.9 16.6 
6,500 66.6 18.1 18.1 
16,000 164 18.1 17.8 


plate of the amplifier tube connected across 
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Amplification Curve of Choke Coil Coupled Amplifier 


he 


whole 


uning condenser C omitted (choke coil amplifier) the 


‘urve shown in Fig. 5 being obtained. 
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Rios = R’ = 153 


which inserted 


while the amplification curve gives /; 


R, 22.000 


= 1534+ 3320 =3523 ohms, 
in formula (7) gives 


= 345,000 evcles 


390,000 cycles. 


153 ohms, 
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As a final check of formula (6) by means of this tuned circuit, the 
maximum amplification was measured at 170,000 cycles with differen 
values of extra resistance, Rp, inserted in the circuit between ¢ and ¢ 
in Fig. 3. The results of these measurements agree very well with 
the formula as will be seen from Table For Rey = 160 it was 
found necessary to connect the plate across the entire coil in orde: 
to get maximum amplification and thus a further increase of R,,; 
beyond 160 ohms will make it impossible to obtain maximum amplifi 
cation with this circuit. 


TABLE III 


f=170,000 eveles, L=1.63 X10 henries, =22,000 ohms, 


Calculated Maximum 
Amplification 


Measured 
Potal Kk wh Maximum 
ma ) \mplification 
- wvk,-R 
0 11.6 10.2 10.7 
10 21.6 
20 31.6 6.4 6.4 
40 51.6 5.2 
91.6 3.95 3.7 
160 171.6 2.85 eek 


The variation with frequency of the resistance of the coil is shown 
on Fig. 6. These resistance values are obtained from the resonance 
curves in Fig. 4, and hence indicate also the losses in the variable 
condenser and the loss due to the input impedance Rg. 

The curve in Fig. 6 gives what may be called the “true” resistance 
of the circuit, which is to be distinguished from the “apparent” 
resistance of the circuit as measured for instance by the well-known 
resistance variation method. By this latter method, the resistance 
of the coil is assumed to be equal to such an amount of extra resistance, 
as inserted in the circuit will decrease the resonance current to halt 
its former value, but this assumption is only true when the distributed 
capacity of the coil is negligible as compared with the capacity of the 
variable condenser C, or when the resistance is introduced in the 
center of the coil. 

It follows from formula (6) that for a given coil the maximum 

wl 
amplification is proportional to ‘ prand the measurements mentioned 


above seem to indicate that the maximum of this ratio has already 


been passed in the last case (d, Fig. 4) when the coil is used simply 
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as a choke coil or auto-transformer (without anv « ; lense 
This, however, will depend upon the kind of wire used king the 
coil. The coil used in the measurements above was made of No. 2S 
y 
20 4 
core 
bas 200 400 600 600 ooo 200 
KILO CYCLES 
big 6 Etfective Resistance ( 


solid wire, but earlier results obtained by other investigators | 


shown that solid wire is superior to stranded wire at high frequencies 
wl, 

and thus it may be expected that the maximum of the ratio fon 
R 

a given inductance will occur at a lower frequency when the coil is 


made of stranded wire. 


For constant frequency the maximum amplification is proportioned 


to the ratio jas already mentioned. — [tis thus desirable to adopt 


R 
a construction for the coil, which will increase L without increasin 
VR’ proportionally. The highest amplification will general be 
obtained when L Is as large as possible for the tre queneyv im que stion: 
in other words, it will be possible to obtain a higher amplification 
when the tuning condenser in the tuned circuit amplifier is reduced to 
zero, giving a simple choke coil amplifier. 
For a tuned circuit amplifier with an ordinary good inductance 
coil made of stranded wire and of an inductance of, for 


Mstancee 


200 microhenries and a high-frequency resistance of about 5 ohms, the 
amplification at SOO kilocycles will not be higher than about @ times 
according to formula (6) (using the same kind of tubes as in the ex 
periments above), while with a choke coil an amplification as much as 
18 times was obtained. This means that in order to get high am 
plification, small coils made of fine, solid wire and with large induct 
ance and small distributed capacity should be used, rather than large 
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coils made of stranded wire and with smaller inductance, but with, 
larger distributed capacity. 

In practice, it is not important to go to extremes in order to reduce 
the distributed capacity by one or two wef. because the coil will 
always be shunted by the tube capacities, which are of the order of 
10 wuf. It may be mentioned that the distributed capacity of the 
coil used in the above experiment is 3.5 wuf. This means that the 
constructional details of such a coil are not very important, and the 
coil may be made as a single layer coil or as a coil wound in one or 
several sections of rectangular or square cross-sections, but in all 
cases it will be found that coils of the same inductance will have very 
closely the same resonance frequency provided that the same tubes 
and leads are used in all cases. 

Some experiments made with a choke coil (or auto transformer) 
at about 50,000 cycles show that the formulas given above may be 
also used here. 

The coil used in these experiments was wound on a core of iron 
dust and made with square cross-section. The total inductance of 
the coil was .33 henries and provisions were made so that the plate 
of the amplifier tube could be tapped across any part of the coil. 

The circuit diagram was the same as that given in Fig. 3 with the 
exception that the condenser C was omitted. The maximum ampliti- 
cation curve for this coil, used as a choke coil, is given by Fig. 7, 
curve A. The step-up ratio necessary to obtain maximum amplifica- 
tion was 1:16; Le., the plate was connected across 1,16 of the total 
number of turns. 

The resistance of the coil is obtained from a resonance curve as 


before: 


3 1300 = 2700 ohms, 


w 


R’ =2rL(f,—fe) 
and inserting this in formula (6) gives: 


6.1 2754800 X .33 
= = 45 
22 000 2700 


while the experiment gave 44.5. 

On Fig. 7 are also given the amplification curves B, C and PD for a 
step-up of 1:4, 1:1 and 1:48, respectively. 

In the two cases B and C, the selectivity of the circuit is determined 
almost entirely by Rp», the resistance of the circuit itself being negligi- 
ble, while in case D the selectivity is practically determined by the 


resistance of the coil itself. 
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It is seen that the amplification curve C for a step-up ratio of 1:1 
is extremely flat as compared with the amplification curve shown in 
Fig. 5 for a choke coil working at 850 kilocyeles. 

In connection with these experiments with tuned circuits and 
choke coils it may be mentioned that in order to separate the DC 
plate voltage from the DC grid voltage, it will often be found of ad- 


+t + 
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Fig. 7—Curve Showing the Effect of Ratio of Transformation in the Characteristic 
of a Choke Coil Coupled Amplifier 


vantage to replace the coil by a transformer with very close coupling: 
In all our experiments, we have found that the amplification curves 
obtained in the two cases are identical when the coupling coefticient 
for the two windings of the transformer is nearly unity. 


LoosELY CouPLED TRANSFORMER AMPLIFIER 


From the amplification curves obtained with choke coils, it will be 
seen that the frequency range obtainable with a choke coil amplifier 
is not as wide as might be desirable in some cases. This is especially 
true for higher frequencies between 300,000 and 1,000,000 cycles, and 
where a wide frequency band is desired these choke coils have, there 
fore, been replaced by transformers with a rather loose coupling, in 
which case the transformers will have the characteristics of two 
ordinary coupled circuits and give an amplification curve with two 
peaks. 

It has been found by experiment that such transformers can actually 
be treated just as ordinary coupled circuits and the amplification 


| | | | | | ee 
45 + | 
4 4 + | 
| 
| 
+ | | 
| 
| 
q | 1350 600 | | 
s| | | 
20 30 40 sc 


192 BELL SYSTEM TECHNICAL JOURNAL 


curves can be computed by means of the well-known formulas fi 
current and voltage conditions in two coupled circuits. 

Before going into the details of these experiments, it is Wort 
while to consider brietly the general relations involved as indicate: 
by the curves obtained with two coupled circuits, each tuned 
92,000 cycles. These curves are shown in Fig. & The coils used 
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Fig. §—Curves Showing the Effect of Ceupling Inductive and Capacitive, on 
Amplification Characteristic of Coupled Tuned Circuits 


had an inductance of 10 millihenries and were tuned by condensers. 
The circuit of the apparatus employed in obtaining the curves is 
given in Fig. 9. 

Curve A gives the amplification for inductive coupling alone. 

Curve B is for capacitive coupling alone. 

Curve 4+ B is tor both capacitive and inductive coupling aiding 
each other, each coupling having the same value respectively as 
in curves and B. 

Curve A—B is with the two couplings opposing each other and 

Curve Cis the same as A — B but with different value of the inductive 
coupling. 

The curves have the same shape as the well-known resonance 
curves for two coupled circuits with the oscillator input in series 
with the primary circuit, where the peak frequencies are given by the 


following approximate formulas: 
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where coethicient of oupling 


Having thus demonstrated the general shape of the amplification 


curves for a two coupled tuned circuit amplitier, the 


action of a loosely 
oupled transformer amplifier for high frequencies will be 1 


The transformer used in this experiment was mac 


similar pancake coils, 2” diameter, wound with 210° tur 


rns of solid 
wire. Fig. 9 shows the circuit diagram. Curves -l and B in Fig. 10a 
= 
R; = 
ANY 


Rp 


Meg 


Fig. 9—Method of Measurement of Loosely Ceupled Tr 


show the measured amplification curves for a 3 8” distance between 
the windings. The coupling condensers C’ were omitted but even 
then there was some capacity coupling left due to the distributed 
capacity between the coils. The curves A and B correspond re 
spectively, to an aiding and an opposing action of this capaciti 
coupling. Interchanging the leads to either coil changes the 


cation curve from one tvpe to the other. 


Ve 


lif 


The self inductance and mutual inductance of the coils were meas 
ured at low frequency and found to be: 


L=2.1X10°3 henries, =.95 < henries 


panes. 

| M : 
LS 

S ats 
RQ SR 


194 BELL SYSTEM TECHNICAL JOURNAL 


The resistance of the coils was measured as described before by 
taking resonance curves at different frequencies. The distributed 
capacity of each coil was 14X10°" farad (including tube capacity 
By means of these values, the curve C was calculated.2. The unknown 
capacity coupling makes it impossible to predict the exact shape of a 
transformer coupled amplifier from the constants of the circuits 
However, the calculated curve C (calculated for inductive coupling 
only) will give a general idea of the shape of an experimental curve A. 

Curves A and B, Fig. 10b, show the amplification curves for the 
case of capacity coupling alone. A is the experimental and B the 
calculated curve and they are seen to give fair agreement. The 
coupling capacity was 21X10-" farad and the distributed capacity 
of the coils was 19.3 10°" farad, the increase, as compared with the 
case of inductive coupling, being due to the ground capacities of the 
coupling condenser. 

In connection with this type of amplifier it may be mentioned that 
a higher amplification naturally can be obtained if the plate of the 
amplifier tube is connected across a part of the primary circuit only, 
maximum amplification corresponding to the circuit impedance 
being equal to the plate impedance. However, the same effect will 
take place here as was shown for the tuned circuit amplifier, namely, 
that the band width will decrease with increase in amplification. 
Using transformers at their natural frequency instead of coupled 
tuned circuits with outside condensers will give broader bands or 
higher amplifications corresponding to the single tuned circuit 
amplifier. 


2 The following two formulas have been used for calculating the amplification of 
the circuit shown in Fig. 9 


Inductive Coupling: 
eg. 


M\2 
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Capacitive Coupling: 


Amplification 


Amplification =u 
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AMPLIFIERS WITH SEVERAL STAGES. “FEED Back’ ACTION 


The experiments so far have shown, that with one stage of amplitica 
tion and with the amplifier working into a detector tube without 
grid condenser and leak, it is always possible to calculate the amplitica 
tion curve from the constants of the tubes and of the coil 
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Fig. 10 Amplification Curves of a Loosely Coupled Transformer Amplifier Show 


ing Effect of ( oupling 


of whether the connection between the amplitier and the detector 
consists of a simple tuned circuit, a choke coil, two coupled circuits 
or a loosely coupled transformer, the circuits being treated simply 


as ordinary tuned circuits. 

Also the experiments have shown that a higher amplitication can be 
obtained in the 50,000 cycles region than around 1,000,000 evcles, 
as might be expected from formula 6. 

The next question is: What happens when more than one stage of 
amplification is used? If, for instance, the amplification for one stage 
is 10, will then the amplification for two stages be 100 or, in other 


‘ 


5 


196 BELL SYSTEM TECHNICAL JOURNAL 


words, in a multiple-stage amplifier is it- possible to get the total 
amplification curve from the curve for the amplification per stage by 
multiplving them together? 

The answer to this question is that the total amplification of a 
multi-stage amplifier will, in general, be lower than the value obtained 
by multiplying the amplification values per stage, and the reason 
for this is to be found in the input impedance of the tubes. So far, 
we have assumed the input impedance of the tube after the amplifier 
to be high as compared with the impedance of the tuned circuit: (or 
transformer) and this is correct for a plate curvature detector, in 
which the impedance of the load in the plate circuit is negligible 
at the frequency of the amplitied current but if the next tube is another 
amplifier it is only true at lower frequencies. It has been shown 
that the input impedance of a vacuum tube can readily be calculated 
by means of the constants of the tube and the output impedance. 

kor the tubes used in the foregoing experiments we have the fol- 


lowing approximate constants: 


C,_»=Grid to plate capacity 3% 10°" farad 
C, =Grid to filament capacity =5X 10 ™ farad 
C, =Plate filament capacity =5 X10 farad 
Plate impedance = 20,000 ohms 

=Amplification constant =6. 


Phe output impedance including the plate-filament capacity will 
he assumed to be a resistance equal to the plate impedance. 

If the input impedance is represented by an apparent. resistance 
R’, in parallel with an apparent capacity C’,, we get for R’, and 
ar the values given in Table IV. 


} pt-2 

brequeney 

10% ‘ ohms 17 X10 farad 
10 7X10 17 
1G 17 X10 

7.5x10 “ 10 


Hl. W. Nichols, Phys. Rev, Vol. 13, p. 495, 1919.) John M. Miller, Bureau of 


i 
Standards—Scien Pap No. 351, 1919. 


q 
t 
4 
} 
i 
4 
4 
| 
: 
i 


input impedance is 


From this table it is seen that the effect of the 
negligible at frequen ies up to about 100,000 evcles, but for frequencies 


in the broadcasting range, the input impedance will introduce an 
appreciable loss in the preceding circuit, which will result in a drop 
in amplification below the value obtained for a single stage amplifier 
It is seen that the input impedance R’, for broadcasting frequencies 
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Fig. 11 —Amplification Curve of 
Pransformer Amplifiet 


is of the same order of magnitude as the plate impedance R», which 
means that it will be of no advantage to use much step-up in choke 
coils or tuned circuits for an amplifier with more than one stage, since 
the amplification in no case will be much higher than uw per stage 
except for the last stage, which is working into the detector. 

The loosely coupled transformers of the type already discussed 
will, on the other hand, work very well in a two-stage amplifier, since 
there is no step-up used in these, and the amplification will be very 
nearly twice the amplification for a one-stage amplifier, as will be 
seen from the amplification curve shown in Fig. 11. The width 
of such an amplification curve can be increased by proper adjustment 


of the transformer inductances but the amplification will naturally 


drop correspondingly. 
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The values of R’, and C’, given in Table IV were calculated on the 
assumption of a pure resistance load R in the plate circuit. If the lead 
in the plate circuit is an impedance Z=R+ 7 x, it will be found that 
the sign of the apparent shunt resistance R’, will depend upon. the 
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Fig. 12-—Total Amplification of Transformer Coupled Receiver and Effect of ‘Feed 
Back” on Loop Resistance 


sign of the reactance x. For a capacitive load, the resistance R’, 
will always be positive, but for an inductive load, R’, may in some 
cases become negative and we then have ‘‘feed back"’ or regeneration 
occurring through the tube. The negative resistance introduced in 
the circuit below the resonance frequency may in certain cases be 
so high that it more than neutralizes the positive resistance of this 
circuit which means that the set will start to oscillate or ‘‘sing.”’ 
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As an illustration of the effect of this “feed back’ action, there are 
given in Fig. 12 some curves obtained for a two-stage high frequency 
amplifier with loosely coupled transformer stages. The input circuit 
to the amplifier consisted of a loop antenna circuit tuned to the fre 
quency of the induced signal. 

Curve A shows the straight high frequency voltage amplification 
of the set, as measured with resistance input to the grid of the first 
high frequency amplifier. (Same as curve shown in Fig. 11 

Curve B gives the actual resistance of the loop used with the set 

Curve C gives the resistance introduced in the loop due to ‘‘feed 
back"”’ action from the first stage. 

Curve D gives the resulting apparent resistance of the loop (Curve 
B+Curve C) and 

Curve E shows the “feed back”’ amplification of the set. (Curve 
B: Curve D.) 

Curve F shows the total amount of amplification obtained by the 
set which is the product of the ordinary voltage amplification (Curve 


COIL 


Fig. 13—Schematic cf Balancing Condenser Action 


A) and the ‘feed back” amplification (Curve /) and it is thus seen 
that the feed back action makes the total amplification vary irregu- 
larly in a very undesirable manner, and also makes the set “sing” at 
certain frequencies. 

In order to avoid this, it is necessary to provide some means of 
balancing out the effect of the grid plate capacity of the tubes, and 
Fig. 13 (a) shows how this may be done. The filament of the tube 


_ *See Patent No. 1,183,875 issued to R. V. L.“Hartley, and Patent No. 1,334,118 
issued to C, W. Rice. 
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is connected to the middle of the coil, the erid to one end and the plate 
is connected through a small balancing condenser to the other end 
of the coil. In Fig. 18 (b) is given a schematic diagram of the circuit, 
which shows that the effect of C; upon the coil circuit is just Opposite 
the effect of Ce», so that the cireuit can be regarded as an ordinary 
bridge circuit. Tt will, therefore, always be possible by proper ad 
justment of the condenser CC) to neutralize the effeet of the feed-back 
action as shown by curve G in Fig. 12. 

The same kind of an arrangement can be used between the different 
stages in a multi-stage high frequency amplifier, and it is thus seen 
that by proper use of such balancing condensers, it will be possible 
to obtain for a multi-stage amplifier a total amplification which is 
practically equal to the product of the amplifications per stage. This 
is true for a multi-stage tuned circuit coupled amplifier but for trans- 
former coupled amplifiers, where it is more difficult to obtain a 180 
phase difference of voltages, the advantage of the balancing con- 
denser is not so great. 

Of course, this favorable result presupposes that the wiring of the 
amplifier is properly done and the different stages shielded carefully 


from each other so that no external coupling exists between them. 


RESUME 


What has been said about amplifiers in the preceding sections can 
be summarized as follows: 

With a given type of amplifier the same general shape of the am- 
plification curve is obtained regardless of the frequency range at 
which the amplifier is designed to operate. 

Thus, a low amplitication over a wide frequency range will be 
obtained by using loosely coupled transformers or choke coils without 
any step-up, while a high amplification over a narrow range cf fre- 
quencies can be obtained by using choke coils or tuned circuits with a 
proper step-up. In this last case, it will be necessary to use a small 
tuning condenser across the coils in order to make the frequency 
range of the amplitier wider, and the higher amount of amplifica- 
tion is, therefore, obtained only by a sacrifice of tuning facilities of 
the set. Ina multi-stage amplifier it may, however, often be found of 
advantage to use a combination of low amplification stages and high 
amplification stages so that, for instance, one tuned circuit stage with 
high step-up and variable condenser is used in connection with one 
or several stages of choke coils or loosely coupled transformers with 
low amplification and a wide frequency range. The maximum amplifi- 
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cation obtained with any kind of an amplitier will, in) genes 
higher at the lower frequen ies, due to the lower loss and the 
ratio of L over C obtainable. 

The width of the frequency band for a choke coil amplitier will be 
smaller, the higher the frequency due to the decrease in 
increasing frequency, and at broadcasting frequencies it will, there 
fore, in general be found advantageous to use loosely coupled trans 
formers rather than choke coils, whenever a wide trequency band 
is desired. In addition to giving a wider frequency band, lower 
frequency amplifiers have the advantage of a smaller grid-plats 
feed back action. 


AMPLIFICATION MEASUREMENTS AT HIGH FREOUENCIES 


In order to make a thorough study of radio frequency ampliti 
lion, it is necessary to have a dependable method of measurement 
Such a method developed in cur laboratory and used very successfully 
will be described here. 

In order to obtain an accurate comparison between ditterent types 
of amplifiers, in which any type of resonant coupling is used, it is 
essential that these amplifiers be operated from a resistance ing 
not from an input containing a tuned circuit. With a tuned circuit 
it is not only very ditheult to obtain an accurate measure of the 
voltage impressed upon the amplifier but considerable regeneration 


may occur between this input circuit and the output circuit of the 


7 


first amplifier tube. There is, naturally, also a teed-lx 
in connection with a resistance input circuit, but its effect is negligible 
when the resistance is only a few hundred ohms. When the chara 

teristic of a radio frequency amplifier with a resistance input has been 
accurately determined, its characteristic when used wit! 


circuit input mav be determined as will be described later 

A schematic circuit diagram of the apparatus as used is shown in 
Fig. 3. To the left is shown the input apparatus which consists of 
an oscillator, a sensitive thermocouple and a potentiometer Phi 
drop across the resistance Ry of the potentiometer is used as the input 
to the amplifier stage 1. The output of the amplifier stage is me 
ured by the tube voltmeter I] shown to the right in Fig. 58. The tubs 
voltmeter IT may be a low frequency detector in the case of amp! 
cation measurements of an actual receiver set 

It is necessary first to calibrate the tube voltmeter o1 
which is done by disconnecting it from the amplifier and connecting 
it directly across the potentiometer Ry—R;. Ry is then adjusted to 
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say, 500 ohms and the current through it adjusted to some convenient 
value, such as 1 milliampere. This voltage of .5 volt will be sufficient 
with most tubes to give a change in the plate current of 30 to 40 
microamperes. 

The tube voltmeter is then reconnected to its normal place in the 
circuit and the resistance Ry is connected to the input of the amplifier. 
Keeping the current constant at the value of 1 milliampere, the re- 
sistance Ry, is adjusted until the change in the detector plate current 
is the same as before. It is immediately apparent that the amplifica- 
tion will be the ratio of the known voltage on the grid of the detector, 
that is .5 volt, to the voltage on the input of the amplifier, as indi- 
cated by the product of the resistance Ry and the current through it. 
The current having been kept constant, the amplification is the 
quotient of the 500 ohms used when calibrating the detector and the 
resistance value obtained with the amplifier included. 

Considerable precaution must be observed to make sure that no 
energy is getting into the amplifier circuit except that which may be 
measured by the voltage drop across the resistance Ry. This neces- 
sitates the most careful shielding especially when the amplification 
is more than 50 times. 

With the measuring apparatus described a dependable input volt- 
age as small as | millivolt can be obtained. The maximum amplifica- 
tion which can be measured directly is, therefore, of the order of 500 
times when the output voltage to the detector is of the order of one 
half of a volt. 

For the measurement of higher amplification the following indirect 
method may be used. 

The amplification is artificially decreased in some manner such as 
reducing the number of stages in the circuit and this reduced amplifica- 
tion is measured in the usual manner. The input current is then 
reduced and the input resistance increased keeping the plate current 
of the detector constant, the voltage impressed on its grid being 
determined by the previous calibration. The amplification is now 
increased to its normal value and the input resistance decreased until 
the detector plate current has its original value. The ratio of decrease 
in input resistance will thus give the increase in amplification and the 
total amplification will be the product of this and the smaller amplifica- 
tion as first measured. 

The smaller current through the input resistance, which is obtained 
by this method and which will generally be less than can be determined 
by the most sensitive thermocouple, will reduce the pick-up to a 
sufficiently low value to give satisfactory results. In this connec- 
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tion it may be noted that an excellent test for the presence of undesir- 
able pick-up is the closing of a switch (S) placed at the input of the 
amplifier. With this switch closed there should be no appreciable 
input to the detector. 

Direct high frequency amplification measurements require input 
units made up of very carefully constructed attenuation boxes or 
potentiometers and well shielded oscillators. Such units have been 
developed in connection with field measurements and are described 
in a paper on “Radio Transmission Measurements,’ by Messrs 
Bown, Englund and Friis and ‘“‘Note on the Measurements of Radio 


Signals,”’ > by Englund. 

On the right in Fig. 3 is shown, as mentioned before, the circuit 
diagram of a ‘‘tube voltmeter” such as is used in many high frequency 
measurements. The tube voltmeter is essentially a plate current 
curvature detector. The grid is made negative by means of the grid 
battery FE,, so that the normal plate current of the tube is very small 
(of the order of 50 microamperes or so), and this plate current is 
further balanced out by means of the potentiometer arrangement 
R2, Rs, so that the plate current meter reads zero when the input to 
the tube voltmeter is short-circuited. This arrangement has the 
advantage of making it possible to utilize the entire scale of the 
meter and to obtain the measured voltage from a single reading 
instead of the difference of two readings. Such a tube voltmeter 
built with an ‘“‘N” tube will give a deflection of 1 microampere for an 
input voltage of about 1/5 of a volt, and the calibration will stay 
remarkably constant for several months and is tudependent of the 
frequency at which it is calibrated. The values of the resistances in 
the resistance boxes used at high frequencies may, therefore, be 
checked by using the boxes for calibrating a tube voltmeter first 
at 60 cycles and afterwards at, for instance, 1,200 kilocycles. If the 
two calibration curves obtained are exactly identical, then the resist- 
ance has not changed appreciably within this frequency range. 

In measuring the amount of ‘‘feed-back”’ amplification in a receiving 
set, it is not possible to use a method as direct as described above. 
The ‘‘feed-back”’ or regeneration in a set is, as already mentioned, 
due to the coupling between the grid circuit and the plate circuit of 
the tubes through the grid-plate capacity, and will depend upon 
both the load in the plate circuit and the nature of the input circuits. 
If, for instance, it is desirable to measure the amount of ‘‘feed-back"’ 
amplification due to the coupling between the loop circuit and the 


® Proc. Inst. R. E., Vol. 11, No. 1, February, 1923. Proc. Inst. R. E., Vol. 11, 
No. 2, April, 1923. 
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plate circuit of the first amplifier in a high frequency amplifier set, 
it will not be possible to measure this with a resistance input to the 
amplifier since in this case the “feed-back” has no appreciable effect. 


In order to get the correct value for the ‘feed-back’ amplification, 
the set must be connected up to the same loop with which it is going 
to be used and the measurements can then be made in the following 
way. 

A resistance box is inserted in the middle of the loop and a tube 
voltmeter is connected across half of the loop in addition to the 
receiving set as shown in Fig. 14. With the filament circuit of the 
set open, a strong high frequency emf. is induced in the loop and the 
loop circuit is tuned until the tube voltmeter reads a maximum, 


Fig. 14-—Method of Measuring “Feed Back" Amplification 


A “feed-back” action in the set will then produce a change in the 
tube voltmeter reading when the filament current is switched on. 
If the “feed-back” action is positive, i.e., if the resistance introduced 
in the loop is negative, then the tube voltmeter reading will increase, 
and in order to bring it back to its former value, the resistance of the 
loop is increased by an amount R’ by means of the resistance box. 
If, on the other hand, the ‘‘feed-back”’ action is negative, the resistance 
of the loop must be decreased in order to obtain the former value of 
the tube voltmeter reading. 

R’ represents the equivalent series resistance introduced in the 
loop circuit by the “feed-back” action, and the apparent resistance 
of the loop is, therefore, R— R’, where R is the actual resistance of the 
loop. The voltage impressed upon the grid of the first tube is in- 
versely proportional to the apparent resistance of the loop, and the 
amount of “feed-back” amplification is, therefore, defined as the ratio 
K'=R (R—R’) where R’ must be taken with the proper sign. This 
ratio is seen to be a direct measure of the increase (or decrease) in 
input voltage due to the “feed-back” action in the set and the total 


amount of amplification in a set at a certain frequency will then 
be given by the product of the ordinary voltage amplification factor 
K and the ‘‘feed-back"’ amplification factor K’. 
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In determining AK’, it is necessary to know 
of the loop and this may be conveniently obtained 
variation method using a tube voltmeter across half of the 
voltage indicating device. It has been found that the | 
by such a tube voltmeter Is negheible, a tact whi ( 
checked by connecting two similar tube voltmeters 
and determining the maximum reading of one of them 
other one is then disconnected and the loop condenses 
adjusted so as to again give maximum reading of the 
meter, it will be found, that the two readings obtained 


the same. 


The discussion of the two types ol amplification measu 


high frequency amplifiers may be summarized as follows: 


The ordinary voltage amplification K is detined as 
amplified signal voltage impressed on the grid of the 
detector and the signal voltage impressed on the grid 
amplifier tube. This amplification is measured by using 


input to the amplifier and includes the effect of “feed 


between the stages in the amplifier. This “feed-back” action 


stages can naturally be analyzed by a method similar 
+} 


to determine the ‘feed-back’ action between. the amplit 


tuned input circuit. 
The feed-back” an plification 1s detined as. the 
decrease) of signal voltage due the “feed-back” act 


amplifier and its tuned input circuit. The “feed-l 


depends upon the selectivity of the input circuit and will 


slightly from unity when the resistance of this circuit 


while large variations, as shown in Fig. 12, may be 


selective input circuit is used. 
The total amplification is defined as the product of 
amplification AK and the “feed-back” amplification A 
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Design Characteristics of Electromagnets 
for Telephone Relays 


By D. D. MILLER 


Notre: The electromagnets described are confined to relays, although 
the principles involved apply as well to selector magnets, clutch magnets 
and ‘electtomagnets in general. A treatment from the viewpoint of the 
telephone engineer is given of the important considerations which deter- 
mine the design of the magnetic parts of relays and the economics of the 
winding dimensions. A knowledge of these factors as well as of the general 
considerations which are discussed is of great importance in the selection 
and application of relays to the telephone system. The operating and 
economic import. ince to the Bell System of the great number of relays 
required in the operation of the plant has been described in a previous paper.! 


INTRODUCTION 


SLECTROMAGNETS or relays as generally used telephone 

4 switchboards are simply switches which are controlled electro- 
magnetically. These switches may be required to open or close a 
number of separate and distinct circuits simultaneously or in a certain 
sequence. In many cases it is essential that the relay switch be 
opened or closed very quickly as this time may have a direct influence 
on the amount of apparatus required and consequently the first 
cost of the plant. The operating time of the relays also has a direct 
influence on the time required to establish a telephone connection. 
The above statements are particularly evident in automatic systems 
where selector apparatus is required to establish a connection between 
parties but is released during the conversation. It follows that the 
number of selector circuits and relays therein depends upon the 
amount of traffic and time required for the selectors to establish the 
connection. 

To establish a telephone connection between two parties in certain 
automatic telephone systems, requires the opening and closing of 
about 2,000 electric switches of which 1,200 are operated by simpler 
types of electromagnetic relays. In a typical manually operated 
system a call is completed by the opening and closing of about 112 
switches of which 70 are operated by relays. It is therefore evident 
that the relay switches must operate both quickly and reliably and 
maintain a high degree of stability throughout a long period of service. 

In controlling the various circuits in telephone systems by relays, 
the character of the circuits determines the construction of the relay 
switches. If large currents are to be controlled the relay switch 

' Relays in = Bell System, S. P. Shackleton and H. W. Purcell, Bell System Tech 
Journ., Vol. 5, p. 1924. 


206 


| 
i 
| 
i 
i 


DESIGN CHARACTERISTICS OF ELECTROMAGNETS 207 


construction differs materially in ruggedness from the construction 
where relatively small currents are to be controlled. In the opera- 
tion of the relays larger amounts of power, of course, are required 
for those having the more rugged construction. It is also evident 
that more power is required for fast operation than for comparatively 


slow operation. Fast operation of relays is also dependent upon 
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Fig. 1—Spring Combinations —Flat Type Relay 


circuit arrangements which are effective in lowering the electrical 
“time constant” of the circuits in which the relays operate. 
Electromagnets in telephone systems are designed and used for a 
great variety of conditions. The more common uses are for relay 
operation on direct current battery of 20 to 28 volts or 40 to 45 volts 
Such relays perform a great number of switching functions, a few of 
which are shown in Figs. 1 and 12. Other designs are used for oper- 
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ation on alternating currents, ranging from 16 eveles ringing fre 
quency to voice frequencies of 2,000 cycles per second. The load o1 
work required of these relays and clectromagnets Varies from a fraction 
of a gram controlled through a few thousandths of an inch to 25 pounds 
controlled through a distance of '4y of an inch. Some relays are 
operated where the annual power charges are negligible while in other 
designs annual power charges may be controlling. The technical 
considerations which determine the design features, therefore vary 
throughout a wide range as to the proportioning of the magnetic 
parts and the design of the windings. Other general design character 


istics that must be carefully considered are as follows: 


1. Operating capability of the structure 
a) Switching conditions or circuit control required of the relay. 
b) Design of contacts required to safely carry the energy re 
quired by condition (a) throughout the estimated ‘“‘life” 
requirements of the switchboard. 
ce) Capability of the structure with respect to the input power 
to satisfy condition (a 
2. Determination of winding best suited for the circuit. 
3. Pemperature limitation of the winding under extreme conditions. 
1. Ease of adjustment. 
5. Permanence of adjustment 
a) kor a period of service operations representing the “‘life”™’ 
of the relay in the switchboard. 
b) Under extreme weather conditions. 
6. Size and mounting facilities. 
a) When used for additions to old equipment where it should 
mount in the same space as the apparatus it replaces. 
b) Economy of space for new equipments. 
c) Stability of mounting. 
7. Terminals —arrangement and distribution for most advantageous 
electrical connections. 
&. Insulating materials. 
(a) Windings. 
by) Switch control of contacts. 
9. Cover design. 
(a) Protection from dust. 
(b) Effect of cover on operation and protection from stray flux. 


10. Speed of operation and release. 


11. Transmission efficiency with respect to voice frequencies. 
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Be. Mechanical desien features with sper ha relerence 
facture. 
13. Electro-mechanical efficiency. 


14. First cost and annual charges. 


As it is not within the scope of th present paper to discuss 
detail all of the above characteristics the following have been sel 
as perhaps the more important and the most interesting 

1. The design of the magnetiy parts for various telephone swit 
board requirements. 

2. Methods of calculating windings and the determinatior 
temperature characteristics. 

3. Considerations which determine the spool dimensions, 


4. Discussion of designs used extensively in the telephone pl 
s ! 


DESIGN OF MAGNETIC PARTS 


The fundamental requirements of an clectromagnet or relay ar 
generally the load or pull, the distance through which the lo id must 
be moved and the time limits of operation. The last requirement 


of course, is reflected in the load or pull requireme Nt as an added pull 
or force of acceleration. 

The fundamental constants of design are the flux leakage coefficient 
the core flux density and the flux density in the pole face or area wher 
the pull is exerted. If the designer 1S even data whi h fix these 
constants the remainder of the work is usually a comparatively simple 


matter of calculation. 

The leakage coefficient has been determined « xperimentally through 
out a range of designs where the load to be controlled varied from 
1 gram to 5,000 grams. The results show that the leakage depends 
almost entirely upon the armature air-gap reluctance and the ratio of 
the core length to the core diameter. The leakage flux is defined 
as that percentage of the total core flux which does not cross the 
armature air-gap, and consequently can not be utilized for producing 
traction. The per cent useful flux is then the ratio of the flux crossing 
the armature air-gap to the total flux in the relay core. The curves 


in Fig. 2 for single spool clectromagnets and Fig. 3 for double 


Spor 


electromagnets give the per cent useful flux for various ait gaps and 


core lengths which are expressed in terms of the core diameter. In 


cases where the core is round and the pole face area is equal to the 
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core section these data may be used directly. If, however, the pole 
face area differs from the core section, the air-gap used in looking 
up the leakage in Fig. 2 and Fig. 3 should be reduced to a value which, 
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Fig. 2—Curves of Percentage Useful Flux vs. Length of Air Gap in Terms of Core 


Diameter for Single Spool Relays 


with a pole face area equal to the core section, would give the same 
air-gap reluctance. 

The core flux density and the pole face density depend largely upon 
the requirements of the particular design, but the considerations 
outlined in the next four paragraphs are of prime importance. 


In some cases the annual power charges are relatively unimportant, 
there being plenty of power available during the short intervals of 
time required for operation. Obviously in this case efficiency of 
operation can be sacrificed, and consequently power, in order to 
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obtain a low first cost. Referring to Maxwell's formula for traction 
or pull 
BS 
= ’ 


? 


the pull P is proportional to the square of the armature air-gap flux 
density B, consequently the total flux required will be less the greater 


CURVES OF PEPEENT USEF LL FLUX VS LENGTH OF 
TERS Of DAPIETER FOR DOUBLE SPOOL 
70 
TA OF CORE 
3. 
2. 
$A (PER Pack) OF CORE TER, 
i 
Fig. 3—Curves of Percentage Useful Flux vs. Length of Air Gap in Terms of Cor 
Diameter for Double Spool Relays 
the gap density. A high core flux density and pole face density gives 
a small core section and consequently a small and cheap magnet. 
The limit to the decrease in size is the allowable temperature limit of 
i the winding. 


Of course, there is a limit to the sacrifice of efficiency to obtain a 
low first cost. If the reasoning in the preceding paragraph is ap- 
plied to a 5,000 gram electromagnet, the results will show three to 
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four per cent of the total ampere turns required to saturate the cor 
while on a relay which controls five grams the same assumptions 


show over 50 per cent of the total ampere-turns required to saturat: 


the core. Where small forces such as five grams are involved, wi 
ire: almost invariably concerned maintaining a high efficiency 
| | | Fate | YS | | ia 
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whereas in designs for the heavier forces a few additional ampere- 


turns required in the core are relatively unimportant. 


The work done by an electromagnet is 17=980 F L ergs where 


F is expressed in grams and ZL in centimeters. The energy in ergs 


required to magnetize the core is I’ = 5 where VJ represents the 


ampere-turns required to force the flux @ through the core. The 
ratio of the core energy and the useful work may be taken as a criterion 
of the efficiency of the core design. Applying this reasoning to 
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various designs it is found that the most efficient core d | 


lesign is ob 
tained by choosing a core tlux density at the maximum permeability 
of the core iron. If this reasoning is applied to a 5,000 gram relay 
a saving of approximately five per cent core energy results over 
working at a high density but the core section is increased in the 
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Fig. 5—Curves of Core Section and Pole Face Flux Density vs. Pull 

ratio of six to one. Obviously the small improvement in efficiency 
results in an unreasonable increase in size and consequently first cost 
and is seldom if ever warranted by the requirements. Applying 
the same reasoning, however, to a five gram relay we obtain a redue- 
tion in core energy of approximately 20 per cent and although the core 
section has greatly increased this increase has practically no influence 
on the size or first cost of the magnet. Of course, a further con- 
sideration is mechanical strength as where light loads are encountered 
the core section, needed magnetically, may be entirely too small to 
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give the requisite mechanical strength for winding or mounting. It 
may, therefore, be necessary to use a very low flux density in these 
instances in the core design. 

The best flux density and area for the pole face as regards electro- 
mechanical efficiency is obtained by making the air-gap reluctance 
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Fig. 6-—Curves of Core Section and Pole Face Flux Density vs. Pull. These Curves 
Assume That the Pole Face Area is Greater than the Core Section 


equal to the reluctance of the remainder of the magnetic circuit. 
Here again it is found that practical considerations must be carefully 
weighed, otherwise an unreasonable design results. If, for instance, 
the pole face density on a 5 gram relay is taken equal to the cus- 
tomary core density, a very small pole face area results. To make 
the air-gap reluctance, then, equal to the reluctance of the remainder 
of the magnetic circuit, it is found that an air-gap of possibly .001” 
or less results Such a small armature movement, of course, is gener- 
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ally of no practical value, and consequently, very low pole face den- 
sities are generally chosen. 

As a result of the above considerations as well as the experience 
gained in designing a great number and varie ty of relays and electro- 


magnets, the curves in Figs. 4, 5, 6 and 7 have been drawn which show 
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Fig. 7—Curves of Core Section and Pole Face Flux Dx nsity vs. Pull These Curves 
hie That Between Loads of 1,000 and 10,000 Grams the Pole Face \rea Will 
be Used Equal to the Core Section 


reasonable assumptions that may be made in working out new designs. 
These curves are to be employed, of course, with due consideration 
of the particular requirements in each case. 

From the above discussion it is evident that magnetic irons which 
are capable of high flux densities are particularly desirable for the 
heavier magnets. The high densities permit of a small core section 
and consequently a small and low cost magnet. The magnets which 
control loads of a few. grams, however, should be constructed of 
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magnetic materials which have a high permeability and a low coercive 
force, but not necessarily capable of working at high densities. A 
relatively high permeability reduces the energy required to saturate 
the core although due to the reluctance of the air-gaps there is obvi- 
ously a limit bevond which no practical gain results due to increased 


| | 
Fig. 8 


permeabilities. The most important single requirement of a magnetic 
material for relays controlling light loads, is a low coercive force. A 
low coercive force reflects the ability of the magnetic parts to return 
to practically the same state of magnetization after repeated applica- 
tions of magnetomotive forces. The etfect of residual magnetism, if 
large, may cause sticking or holding forces of the same order of mag- 
nitude as the load requirements. Vacuum annealed silicon steels 
of comparatively high silicon content and certain nickel steel alloys 
which have low coercive forces are of great value for electromagnets 
which must control efficiently light loads of the order of one to fifty 


grams. 


WINDING FORMULAE 


Before discussing the economics of the winding dimensions it is 
necessary to develop and carefully consider the winding formulae 
and the factors which determine the temperature characteristics. 

Fig. S shows the one-half evlindrical section of a spool. Since a 
given wire Occupies a similar space in both | and B we need only to 
consider winding space 1. If d in Fig. No. 8 represents the diameter 
of the wire over the insulation, it is evident that each wire may occupy 
one of two positions with respect to adjacent wires. In the uniform 
lavup each wire occupies an area d*, and with the complete inter- 
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meshing of lavers one wire occupies an area S66 In actual winding 
practice a combination of the two lavups is obtained which give 
90 d* square inches as the space occupied by one wire Phe area 


90 d? may be taken as indicating perfect winding so that if the total 
winding space or area is represented by fl and the total turns by 


N, we have under the best conditions 


Q() 


The comparative merit or efficiency of anv other winding mav there 
fore be expressed as 
90 x 100 


A 
N 


=per cent efficiency 


As each size of wire and insulation winds with a somewhat different 
efficiency, the variation in the value lV is generally determined 
experimentally for each gauge of wire. Thus 


K=(.@ 


The constant C; is often designated as a space factor constant and 
may include the insulating or interleaving paper used throughout the 
winding. The following are representative values of Ao for enamel 
and silk insulated wire of Western Electric Company manufacture 


VALUES or A 


B Enamel SILK 
Gauge Insulated Wire nsulated W 
21 QUOS94 
22 
23 QOOS77 
24 Q00431 WO477 
25 QO00437 (MMISSIS 
26 QO0280 Q0O3T40) 
27 Q00225 QUU2615 
28 QUOTS3 OOO2170 
29 OOOTSO 
30 OOOTS10 
31 OOO L261 
32 VOOOTS1 
33 QOOU628 
34 QOUOS16 QOOUSTS 
35 OOOO410 (WOOO TS 
46 OUOU3 38 
37 OOOU269 OOOOS00 
38 22 OOOU428 


| 

\ 


218 BELL SYSTEM TECHNICAL JOURNAL 


Referring to Fig. 8 the space or area available for winding is 
A (2) 
From equations | and 2 the total turns possible are 


A _LA 


(3) 


The total resistance of the winding is the product of the resistance 
of the mean turn Rp» and the total turns JV, 


R,= 


The length of the mean turn for a round core, Fig. 8, is 


Co, A 


2 
and if 7 is the resistance per unit length we have 
Rm 
whence the total resistance is 
R,=7(C2+A)rN; 
or substituting the value of N from equation 3, 


m(Co+A)rAL 
R, = (4) 
K 

For a core of rectangular cross section equation 8 holds for the total 
number of turns and it will be found that the equation for total 
resistance is 


where p represents the periphery of the core in inches. 


TEMPERATURE CHARACTERISTICS 


The critical circuit conditions with respect to the relay winding 
specify either constant wattage, constant voltage or constant current. 
The constant voltage circuit is one in which a change in resistance 


of the relay winding materially affects the current flow. The con- 
stant current circuit is one in which a change in resistance of the 
relay winding does not materially affect the current flow. An ap- 
proximate constant wattage condition is one in which a resistance 
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such as a line in series with the relay is equal to the resistance of the 
relay and where the resistance external to the relay winding does not 
change appreciably with temperature variations. 

The temperature formulae for the constant wattage condition are 
developed as follows: 

Let Q be the quantity of heat in calories supplied to the winding 
per second, and Q dt be the amount supplied in a small increment of 
time. Let S be the product of the specific heat and weight of the 
total wire on the spool expressed in calories. Let 7 be the tempera- 
ture difference between the winding and the surrounding air. Sd T 
is then the amount of heat used in raising the temperature of the 
wire by the amount d 7. Let p be the average dissipating constant 
throughout the temperature range. It depends upon the radiating 
surface of the winding, metal conducting parts of the structure and 
external convection of heat by the air. Given the constant p, p 7 dt 
represents the calories dissipated during the interval dt. 

The total heat supplied during the time dt? is partially used in 
raising the temperature of the wire, and partially dissipated, con- 
sequently 


Qdt = SdT + pTadt. (6) 

If heat is continuously supplied the winding in the form of electrical 
energy, the rate of dissipation ultimately equals the rate of supply. 
This is true for temperatures that do not fuse the wire or permanently 
alter its resistance characteristic. Ultimately 

SdT =0 
and 

Qdt = pT mdt. 


If the final temperature reached is designated as 7), then 


Q=pT » (7) 


and from equations 6 and 7 


= SdT + p7dt, 


and integrating gives 


t=log(T.—T)+C. 
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Observe that when f=o0 the value of is also zero and C log 


s‘) (8) 


equation S shows that the transient relation between temperature 


He nee 


rise 7 and time is exponential and ultimately the temperature rise 
is T=7,,. 

The final temperature 7), reached by the winding may be deter- 
mined by writing equation 7 in the form 

= El (21) 
4.186 

where & J represents the constant wattage applied to the winding 
and 4.186 is the Joule equivalent. If the room temperature is 7, 
and the ultimate temperature rise 7, it is evident that the final 
temperature of the winding is 


T 
— 
1186.7! 


By introducing a new constant A, which represents the ability of 
1 
the structure to dissipate heat and also includes the factor ———, 
4.186 
we have ? 


EIK, 
Ay 


+T,, (9) 
in which A, is the area of the winding but does not include the ends. 

The value of A, can be readily determined by obtaining an experi- 
mental curve between & J and 7. This is obtained by gradually 
increasing & J but holding the wattage constant for each value long 
enough for the final temperature rise to take place. The value of 
Tm is calculated by observing the change in resistance of the winding. 

The constant current and constant voltage characteristics are 
determined in a similar manner with the important exception that 
the quantity of heat Q supplied per second is not constant but varies 
in accordance with the change in resistance with temperature. Thus 
for constant current conditions 4.186 Q dt=J/° R dt and for constant 
Ro( 234.5+T) 


for cen- 
234.5 


voltage conditions 4.186 Q dt= R dt, where R= 


tigrade degrees and Ry is taken at 0° C. 


*For single spool relays K,=50 to 60, and for double spool relays A,=35 to 50 
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The steps by which the solution fitting these conditions are obtained 


will not be given but the results, stated in practical units, are included 


| 


Fig. 9—Relation Between Coil Depth in Terms of Core Diameter and Effective 
Operating Ampere Turns 


to bring out certain important facts relating to winding design. The 
final temperatures are 
Constant Wattage, + 2()°- 10) 
Fo 


234.52 Ra K 
Constant Current, 54.54, PR, 11) 


Constant Voltage, 7)= — 107+ \ 16000 +4 12) 


The transient temperatures of constant wattage, voltage and current 
are all of the exponential form 7 =7), (1—e “), while the cooling 
of the winding after current is stopped is of the form 7 =7' € 
In these equations ¢ is the constant pertaining to the particular 
condition considered. 

An important observation in connection with these temperature 
characteristics is the great difference in temperature rise in the three 
cases with like initial conditions of energy input. Thus, it is important 


to note that an electromagnet which is correctly designed and worked 
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to its temperature limit in a constant voltage circuit, would overheat 
in a constant wattage or constant current circuit. A relay properly 
designed to work at a safe temperature under a constant current 
condition, would be unnecessarily large and expensive in a constant 
voltage or constant wattage circuit. It is, therefore, evident that 


Fig. 10—Relation Between Copper Volume and Percentage Loss in Effective Ampere 
Terms 


exact rules can not be given for the correct proportioning of spool 
and winding dimensions from a purely design standpoint without 
consideration of the circuit in which the electromagnet is to operate. 
Some general design features, however, can be indicated which will 
enable preliminary assumptions to be made that can be refined as 
the design is worked out for its particular operating conditions. 


DIMENSIONS 


Certain important facts regarding spool dimensions are indicated 
in Fig. 11. The spool dimensions for the winding may be investi- 
gated by assuming that a definite radiating surface must be used to 
dissipate the heat, and then determine the relative values of winding 
depth, length, and volume in terms of the core diameter. The volume 
of wire used in the spool is taken as a measure of the first cost and a 
variation in the length of the coil is reflected in the leakage flux which 
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in turn may be taken as a measure of the effective ampere turns. The 
determination of the leakage flux involves reasonable assumptions 
from experience of the armature air-gap in terms of the core diameter. 

If the electromagnet is to be operated on a detinite voltage the 
assumption of a definite radiating surface to dissipate a certain input 
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wattage will fix the resistance of the coil. Copper windings of electro- 
magnets in telephone systems are generally wound with wire which 
varies from No. 20 B. & S. to No. 39 B. & S. gauge. The resistance 
generally varies throughout a range of |!) ohm to 2,000 ohms. Various 
gauges of wire wind with different efficiencies due to variations in 
the space factor but a number of different gauges may be assumed 
and the calculations carried out which give the relation between the 
winding depth and the effective ampere-turns. With a constant 
radiating surface a variation in the winding depth causes a variation 
in the length which, of course, is reflected in the leakage flux. The 
results of a number of calculations on various windings are shown in 
Fig. 9. In Fig. 10 is shown the relation between the volume of wire 
on the spool and the per cent loss in efficiency due to a variation in 
the depth of winding which, with a constant * radiating area, causes 


* The radiating area is taken as the surface only of the coil and the ability to 
dissipate through the ends and otherwise is reflected by the heating constant A, 
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a corresponding change in the length of the coil. Fig. 11 shows th: 
relative dimensions of three designs of spools taken from Figs. 9 and 10) 

Some Very interesting information can be obtained from Fig. ] 
in regard to the relation between the volume of wire, as refleetin, 
the first cost, and the ampere turn operating efficiency. Design ‘A’ 
contains a volume ot copper of 


> 


3.65 cubic inches, while in desig: 
“BY the volume of copper has been reduced to 2.00 cubic inche 
although the loss in effective ampere-turns is only 10 per cent. I 
design “C" the volume has been reduced to 1.10 cubic inches with a 
loss in efficiency of 30 per cent. 

Obviously the design “C™ is the cheapest in first cost because ot 
the small copper volume and will also give the lowest annual charg: 
where the time of operation is very short and the charge for power 
relatively low. Where the magnet is required to operate very often 
and the price of power is high the design “A” will prove the most 
economical. Design “B™ may be considered as intermediate between 
designs and “C” 

In the above considerations of spool dimensions the examples 
given should not be taken as an accurate generalization but simply 
as a method which, with a given set of requirements, should enable 
reasonable first approximations to be made. Thus, if annual power 
charges are controlling, a relatively short and deep spool will give 
the best results, although there may be exceptions where for instance, 
the operating current is reduced to a holding value and where the 
leakage is relatively small due to the fact that the armature is oper- 
ated. In such a case and unless operating efficiency is also of prime 
importance the design “A would be more expensive than necessary 
in first cost. Other cases often arise where the input wattage is 
very small but the operating requirements are very exacting so that 
the most etticient winding is required and the first cost is relatively 
unimportant. In this case a larger volume than ‘A’ can be used to 
advantage. These examples may be used as a guide therefore, in 
determining spool dimensions which are later refined as the design 
is completely worked out. The illustrations of designs given in the 
latter part of this paper show how accurately certain final design 
dimensions can be worked out to give the minimum annual charge. 


DiscUsston OF DerstGcNs EXTENSIVELY 
IN THE TELEPHONE PLANT 
To any one familiar with telephone systems it is obvious that it is 
impracticable to design all the relays required at maximum efficiency 
and economy for each particular condition that arises. Such a pro- 
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‘dure would involve endless equipment changes as well as the large 

nd unnecessary) manufacturing expense of making an excessive 

number of types of relavs. Much of the relay engineering work of 
he past few vears has therefore been directed toward the stand ird- 
zation of relay designs which would be flexible, reliable and economical 


Fig. 12 


as a whole in the telephone plant rather than the most etfictent in all 
respects for any specific condition. The flat or punched type relay 
manufactured by the Western Electric Company represents largely 
the result of this effort. 

The flat relay is essentially a punch press product manufactured 
vearly in large quantities and in about 3,000 varieties of windings 
and switching or contacting arrangements. The punch press method 
produces parts which are exact duplicates and therefore interchange- 
able which is particularly advantageous both for assembly and. re- 
placements or repairs. All the springs as well as the core and arma- 
ture are punched and formed in bending fixtures to the required 
shapes. The mounting plates are also punched and designed to 
permit of uniform and economical mounting of the relays 

A number of these relays are shown on a punched mounting plate 
in Fig. 12. Referring to the figure it will be seen that the relays are 
insulated from the mounting plate by phenol fibre insulators “A,” 
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which are securely fastened to the mounting plate by means of meta! 
evelets. The armature “B” is hinged at the rear by the use of a thin 
steel reed, securely riveted to the armature. The switching arrange 
ments which the armature controls are in the form of nickel silve: 
springs ““C’’ with the contacts “D"’, at the front and in plain view 


Fig. 13 

+ t 

t 

Fig. 14 


The springs and contacts are mounted vertically which is particularly 
effective in keeping the contacts clean. The contact points are made 
from platinum or a recognized equivalent, and are designed in the 
form of points and dises to facilitate alignment and adjustment. 
Two designs of contacts have been standardized; one size being 
used for the customary electric currents and wear conditions en- 
countered in manually operated systems and a larger size for the 


somewhat more severe conditions of wear frequently encountered in 
automatic systems. All contacts are electro-welded on their respective 
spring supports and the two sizes are shown in Fig. 18 and Fig. 14, 
respectively. 

The springs and their associated contacts are designed in twenty- 
six switching arrangements as shown in Fig. 1. A single relay may 
be provided with one of these switching arrangements or any one of 
these twenty-six arrangements may be paired with any other arrange- 
ment. Thus on a single relay there may be chosen any one of 377 
switching or contacting combinations. The 377 spring combina- 
tions provide a great flexibility in circuit design and permit of uniform 
and efficient equipment layouts. 

In manufacturing the relays the spring assemblies are clamped 
together under high compression before tightening the screws which 
hold them together. This insures that the springs retain their posi- 
tion and adjustment throughout a long period of time. The arrangement 
of the springs is such that definite stops or supports are provided 
for each spring either on the front spool head or on the armature. 
In tensioning or adjusting the relay springs against their supports, 
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sufficient tension is set up in the springs to insure a pressure of at least 
15 grams between all contacts at the time of closure. 

The amount of current and power required to operate each relay 
is dependent upon the tension and number of springs that must be 
moved and the distance through which this movement takes place 
Relavs or electromagnets operate most efficiently with the arma- 
ture air-gaps set at the minimum required for the satisfactory opening 
and closing of the contacts. Consequently a method has been care- 
fully worked out for these relays in which the armature travel is 
set in accordance with the requirements of the particular spring 
combination by the adjustment of the friction lock nut ‘‘X’’ shown 
in Fig. 12. This setting of the armature insures a normal separa 
tion of contacts of approximately .010 inch and at least .005 inch 
“follow” after closure of the contacts. The “follow” allows for a 
certain amount of contact wear as well as insuring a slight wiping 
action which gives a certainty of contact closure. The electrical 
operating current requirements are figured and specified on the basis of 
obtaining 20 grams pressure between all contacts; this margin being 
allowed so that no undue hardship will be experienced in maintaining 
the minimum requirement of 15 grams. 

The insulating materials used throughout have been carefully 
studied and the best materials known to the present day art have 
been used. Thus the wire used in the winding is insulated with a 
high grade enamel and the insulating papers on the core are prac- 
tically inert from an electrolytic corrosion standpoint. The coils 
are covered with a serving of cotton, treated with unbleached shellac 
which acts as a seal against moisture and protects the winding from 
abrasion. The phenol fibre used on the spool heads and spring insu- 
lators is much superior to hard rubber in regard to its ability to with- 
stand a wide temperature range without appreciable expansion or 
contraction. 

For this reason it is permissible to work these relays at higher 
temperatures without danger of fire hazard or deterioration of the 
insulation than relays insulated with hard rubber parts. These 
higher temperature limits permit a wider usefulness of the relays in 
circuits as well as economy in construction as the size of the coil 
often depends on the necessary area for radiation and this area is 
fixed by the permissible temperature range. 

Where the relays are to remain operated a considerable length of 
time throughout the day the annual power charges become important 
and the design of the winding and in some cases the size of the spool 
must be altered to give the minimum annual charge. The group of 
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es in Fig. 


15 show how nearly correct these relays have been 


designed for conditions where the operating ampere-turns are 260 


and 


the relays remain operated from 60 to 600 minutes per day. 
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capital cost and annual charge figures should be taken as relative 
as the correct values will vary with manufacturing conditions 
with the cost of power for different localities. 
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Other designs of relavs used extensively in the telephone pla 
are the relays that control the supervision of a telephone connection 
and the alternating current relavs which operate on ringing currents 
of 16 to 20 evcles frequency. 

Relays which are used for supervisory purposes and alternatis 

| pur} 
current relavs are generally constructed of silicon steel instead ot 


the custom iry Norway or magnetic iron. The silicon steel is vers 


satisfactory for these relays because of its comparatively high permea 
bility, low coercive force and small hysteresis. The high permeability 
is advantageous for relays that are required to operate on a very small 
energy input and the low cee.ci ce force is very effective for obtaining 
a quick and positive release of the relay armature, particularly where 
a leak current exists due to faulty line insulation. A great improve 
ment in many of these relavs can be obtained by the use of certain 
nickel-iron alloys which have been recently developed and are known 
as ‘“Permalloy.”’ 

A relay for use on ringing currents is shown in Fig. 16. The arma- 
ture “A” of this relay is attracted to the bifureated extensions of the 


core “B." One of these core extensions is completely surrounded 
by a part of the copper spool head “C." This arrangement is known 
as pole “shading” or phase splitting and is used to produce a sub- 
stantially steady pull on the armature when the relay is energized 
by single phase alternating current. 

Referring to Fig. 17 the theory of operation is shown by consider- 


ing the vector diagram in connection with the schematic drawing 


of the relay core and armature. When an alternating current is 
applied to the winding we can assume that an alternating tlux 2, is 
generated in the core. This flux divides into two approximately 
equal parts in the two bifurcated extensions of the core. Tf these 


two fluxes can be displaced in time phase it is evident that the arma- 
ture will be attracted by one of the bifurcated extensions of the core, 
while the flux, and consequently the attraction of the other, is passing 
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through zero. This may be explained by the vector diagram in which 
Ky represents the induced voltage in the short circuited copper ring 
due to the alternating flux ¢. The current in the copper ring J, 
lags behind the voltage /. as shown and the flux due to this current 
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is dy. This flux ¢, has a magnetic path through the bifurcated pole 
pieces and armature as shown by the arrows. Following out the 
arrows it will be seen that this flux adds to the flux ¢» in the upper 
part and subtracts in the lower part of the two core extensions. 

The vector addition and subtraction of these two fluxes results in 
two vectors ¢m+¢, and ¢,—¢,, each of which represents a flux that 
crosses an air-gap to attract the armature. These two fluxes differ 
in time phase as represented by the angle ““B” so that a substantially 
constant attraction results on the armature. The operation of the 
relay under these conditions is very much the same as that of a direct 
current relay as no vibration or chatter of the armature or contacts 
occurs. The minimum effective alternating current ampere-turns 
required for operation are 70 to 100 ampere-turns. 

Such a relay, of course, operates on direct current as well as on 
alternating current and in fact the direct current supervisory relays 
are quite similar to these relays in mechanical design. 
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Fig. 18 shows the design features for the supervisory and ringing 
frequency relays. In this figure the winding has been omitted so 
as to show clearly the unusually small core. This construction is 


especially efficient in circuits where the relay receives at times a 


very small amount of energy for operation and must also release 
reliably against a leak current immediately after operation by a com- 
paratively large amount of energy. The small core saturates mag- 
netically on a relatively small current or energy so that excessive 
energy does not store up additional magnetism which would retard 
or prevent the release of the relay. 

Referring further to Fig. 18 the micrometer screws ‘‘A” and ‘“B” 
are used to adjust the back and front contacts respectively, and to 
fix both the unoperated and operated positions of the armature. 
The screw “‘C” is used to control an armature restoring spring which 
is in the form of a flat spring riveted to the armature. These 
relays are generally provided with individual covers which are effective 
in preventing cross talk of telephone voice frequencies when used 
as supervisory relays in telephone switchboards. 


j x 
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A Dynamical Study of the Vowel Sounds 


By I. B. CRANDALL and C. F. SACIA 


INTRODUCTION 


HE study of the vowel sounds presents a problem which has 

interested scientists scholars in varied fields. A knowl- 
edge of their nature is of fundamental importance not only in com- 
munication engineering but also in acoustic science, phonetics and 
vocal music. From the earliest theories and the rough experiments 
of Willis (1829) and Helmholtz (1859) to the later measurements 
of D.C. Miller (1916) steady progress has been made toward the 
accurate determination of their characteristics. 

Further progress in this study has been made possible with im- 
proved facilities now available in the telephone research laboratory. 
It has been felt that there was need for more accurate records of 
the spoken sounds and the development of improved transmitters, 
amplifiers and other devices has made possible recording apparatus 
of greater accuracy, range and power than any heretofore used. 

In this paper will be given the results of an analysis of spoken 
vowel sounds based on a set of accurate oscillographic records. The 
recording apparatus was designed to record the wave forms of the 
different) speech sounds practically free from distortion over the 
frequency range from 100 to 5000 cycles. A brief description of 
this apparatus is given in the appendix. The emphasis in the present 
paper is placed on the composite frequency characteristics of the 
sounds as revealed by a particular method of analyzing the records so 


obtained. 
ANALYSIS OF THE DATA 


The thirteen vowel sounds investigated are shown arranged in 
a triangle in Fig. 1. The diphthongs ou, w, y and long 7 are not 
included. Eight records of each sound were taken, four by male 
and four by female speakers. In speaking these sounds the only 
constraint imposed on the speakers was that the sound should be 
completely uttered within an interval of one second. The recording 
mechanism was so arranged that the whole of the sound from begin- 
ning to end was recorded in one continuous graph. In practice the 
average duration of these sounds was about 0.30 second. Each 
record shows a sequence of growth and decay in amplitude some- 
what as follows: first a period of rapid growth in amplitude lasting 
about .04 second during which all components are quickly produced 
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and rise nearly to maximum amplitude; second a middle period in 
which the general amplitude is nearly constant but with varving 
phase relations between the different components and lasting about 
0.17 second; and finally a period of gradual decay lasting about 
OY second in which all the components disappear. A typical record 
so obtained is shown in Fig. 2. 

A brief description of the method of mechanically analyzing such 
a record is given in the appendix. The essential point of the analysis 
is that the whole record from start to finish is taken as the unit for 
analysis and the data obtained are therefore the average charac 
teristics of the sounds throughout their duration. 


00(pool ) e(team) 

a(tape) 

er(pert) 

e(ten) 


a(tap) 


u(put) 
o(tone) 


a(talk) 


ou \ 


ar(part) 
af father) 


It is usual to exhibit the properties of a vowel sound in a spectrum 
diagram showing the amplitude of the component vibrations as a 
function of their pitches or frequencies. For each vowel sound there 
are, in addition to fundamental tones, certain characteristic regions 
of resonance which may be at high or low frequencies. It would 
be possible from the results of this analysis to present the sound 
spectra of each vowel showing the relative amplitudes for the dif- 
ferent frequencies as present in the original air vibration’ but this 
treatment has been modified to take into account the relative im- 
portance of the various pitches in hearing. Using the data available 

1In previous publications (Phys. Rev. XIX, 1922, p. 228, Fig. 7, and Bell System 
Technical Journal, Vol. 1, No. 1, p. 124,) data have been given showing the ictual 
distribution of energy in average speech. The tremendous concentration of energy 


in the lower frequencies is somewhat misleading unless account is also taken of 
the much reduced sensitivity of the ear in this region. 
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on the relative sensitivity of the ear at different frequencies? we 
have multiplied the acoustic amplitude at each frequency by the 
corresponding ear sensitivity factor and the results obtained are 
taken to be the effective amplitude frequency relations which are 
characteristic of these sounds. 

The data from the four male records and from the four female 
records of each sound are separately composited and the resulting 
curves are shown in the diagram (Fig. 3). This compositing process 
was somewhat laborious because the analyses of the separate records 
were made not with reference to predetermined frequency settings, 
but rather for those critical frequencies which best determined the 
shapes of the spectrum curves. The individual curves were there- 
fore plotted, and the average ordinates were then read off for small 
intervals of pitch. These ordinates were then averaged for each 
group of four analyses. These average ordinates (after being cor- 
rected for the calibration of the recording apparatus) were then 
multiplied by the ear sensitivity factors for the corresponding fre- 
quencies, and the curves so obtained were plotted on the musical 
pitch scale according to the usual practice. The final spectrum 
diagram thus shows the relative importance of the amplitudes of 
all the components of each vowel for male and female speakers. 

The amplitude units are entirely arbitrary; it is only the shapes, 
not the sizes of these curves which have any significance. The order 
in which these curves are arranged is based upon the vowel triangle 
in Fig. 1. 


CHARACTERISTICS OF THE VOWEL SOUNDS 


The results of the analyses, as given in Fig. 3 show the essential 
dynamical properties of these sounds. Consider first the sounds 
numbered | to VI, which include those vowels usually designated 
as having single regions of resonance. Progressing through the 
sequence from I to VI this region of resonance rises in average fre- 
quency and becomes narrower in range. The rise in average fre- 
quency is of course a well known characteristic. There is also, at 
least with the male voices, a somewhat scattered and less well defined 
high frequency range of resonance, perhaps not essential in speech 
but more highly developed in well-trained singing voices. 

The sound a (No. V1) is as it were the center of gravity of the 
vowel diagram and occupies the key position in the phonetics of 

?See this Journal Vol. II, No. 4, October, 1923. The paper on audition, by H. 


Fletcher shows a cut of the ‘‘ Threshold of Audibility'’ curve from which these data 
were obtained. 
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most languages. Now consider the sequence from this sound to 
No. XIII at the end of the diagram; these sounds include most of 
those which are known to have two characteristic regions of resonance. 
The main region of resonance now divides into two parts which 
gradually recede from each other as we follow the diagram down- 
wards. (Sound X (er) is difficult to fit into the diagram in an exact 
position, but it is evident that it belongs in the series of doubly-reso- 
nant vowels. ) 

Contour lines (nearly vertical) have been drawn on the diagram 
to indicate the progressive changes in regions of resonance. View- 
ing the diagram as a whole it is important to consider not only the 
location of the resonant ranges but also their extent, and their relative 
separation from other resonant ranges in order to arrive at the essential 
characteristics of the vowel sound. In other words the individual 
vowel characteristic depends not only on the absolute pitch but on 
the relative pitches in case there is more than one region of resonance. 
It is only in this way that we can explain what is a matter of uni- 
versal experience in using the phonograph; namely that moderate 
variations from normal speed in recording and reproducing speech 
leave the vowel sounds still intelligible. 

It is expected to deal in a later publication with the semi-vowel 
sounds 7, ng, nm, m which seem to be related to the general diagram of 
the vowel sounds, and on which a preliminary report has already 
been made’. 

The more interesting features of the original records as such will 
also be dealt with in a subsequent publication. 


APPENDIX 
Recording and Analysis of Vowel Sounds 
RECORDING APPARATUS 


The apparatus used in recording consisted of a condenser trans- 
mitter, an amplifier, and an oscillograph, in which important modifica- 
tions were made. The vibrator was given great stiffness and damp- 
ing so that the frequency response of the vibrator was nearly uni- 
form up to 5000 cycles. Instead of the usual 12 inch film, special 
film 51 inches in length was used. This necessitated a much larger 
film drum. Furthermore the desired length of the record was about 
four times the circumference of the film drum, so the shutter was 
arranged to stay open during four revolutions while the vibrator was 


* Phys. Rev. 23, 1924, p. 309—"'Preliminary Analysis of Four Semi-Vowel Sounds.”’ 
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given a slow uniform r@tation about its vertical axis. With the 
film on the drum, the record thus had a helical form. In this way 
records of the requisite length were obtained. 

The condenser transmitter was of the type developed by E. C. 
Wente, its characteristics combining with those of the amplifier and 
oscillograph vibrator in such a way that the combined amplitude 
response for the whole system was fairly uniform up to 5000 cycles, 
while the phase lag was approximately a linear function of frequency 
over the same range. This apparatus was therefore well adapted to 
the production of faithful records of the vowel sounds. The photo- 
graphic equipment permitted the use of a time scale as great as six 
meters per second on the record (1.e. 2 inches = 0.01 sec.) 


TRANSFORMATION OF RECORDS FOR ANALYSIS? 


The oscillograms taken with the above apparatus were line records; 
in order to analyze these wave forms by the photo-mechanical method 
outlined below, it was necessary to transform the line record into a 
black protile. This was accomplished in the following steps: 

1) A positive print of the wave form on the original record was 
made on motion picture film. 

(2) The emulsion of the positive print was then cut through to 
the base along the line of the wave by means of a stylus. 

(3) The entire strip was blackened (on the emulsion side) with 
printer's ink. 

(4) The emulsion on one side of the wave was stripped from the 
base, thus leaving the profile. 


5’) The beginning and end were joined to form an endless belt. 


PHoTro-MECHANICAL ANALYSIS OF THE PREPARED RECORDS! 


The principle of the photo-mechanical analysis is as follows: The 
motion of the strip past the image of an illuminated slit causes fluc- 
tuations in a beam of transmitted light which in turn, produce volt- 
age fluctuations in the circuit containing a selenium or photo-electric 
cell. This voltage is then analyzed by means of a tuned circuit, 
an amplifter and rectifier. The frequency of any component 
selected in this manner is determined by the tuning frequency divided 
by the ratio of speed transformation (analysis speed divided by the 
original speed of recording). The measured amplitude of the selected 


* Phys. Rev. 23, 1924, p. 309, It is planned to publish a more detailed descrip- 
tion of this apparatus later, 
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component is determined by the rectifier output, the sensitivity factor 
of the selenium cell and the area of the frequency response curve ot 
the turning apparatus. 

Since the wave form of a vowel sound ts not a true periodic fun¢ 
tion, it is represented analytically by a Fourier Integral, not by a 
Fourier Series. The continued repetition of the motion of the wave 
past the slit, however, builds up a periodic function consisting of 
a fundamental and a series of harmonics. The magnitudes of these 
components bear a simple relation to those of the infinitesimal com 
ponents of corresponding frequencies in the Fourier Integral. It 
is this series of harmonics which is measured by the above method, 
hence the problem of analyzing the aperiodic function represented 
in the record is solved by means of the related periodic function. 
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Humidity Recorders 
By E. B. WHEELER 


URING recent years, the study of atmospheric conditions and 

their bearing on various industrial problems from the stand- 
poin’ both of their effects on human efficiency and on manufacturing 
processes, is a matter that has received much attention, and the use 
of air conditioning systems, which have been developed in the last 
few years has resulted in greatly improved working conditions, as 
well as in increased outputs of manufactured products of better 
quality than obtainable when air conditioning was not employed. 

It is not so well appreciated, perhaps, that atmospheric conditions 
have a material effect upon the operation of intricate electrical and 
mechanical apparatus, such as those found in telephone systems. 

Water vapor, and both gaseous and solid impurities in the air, 
hasten oxidation and corrosion of metals and also reduce the value of 
the insulation afforded by insulating materials. These effects usually 
are greatly accelerated if the temperature is high and if the materials 
are subjected to differences of electrical potential. Telephone ap- 
paratus and equipment consist of combinations of materials which 
are subject to both of these effects and, in general, the parts are small 
and the materials used in making them must be carefully chosen 
with regard to the necessary physical and electrical properties required 
for proper functioning of the apparatus. Therefore, the severe 
atmospheric conditions, which may be encountered in service, either 
must be eliminated by the use of air conditioning systems or the 
apparatus must be designed to withstand those conditions. 

Accordingly, in order that the problem may be handled intelligently, 
accurate information must be available showing the character of the 
atmospheric conditions which exist in typical localities where tele- 
phone equipment is installed, so that the effects of these conditions 
on proposed designs may be studied under carefully controlled similar 
conditions in laboratory “humidity rooms.’ An outline of some of 
the work which has been done in an effort to obtain such information 
may therefore be of interest. 

The first recourse would seem to be the data recorded by the various 
stations of the United States Weather Bureau. However, since 
these data usually represent periodic observations of outdoor con- 
ditions which are obtained primarily for meteorological purposes, 
it was found that while they indicate the general climatic conditions 
of different localities, they can not be taken to represent typical 
conditions in central office buildings, and therefore it has been 
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iecessary to devise methods by which we might’ secure such 
information. 

The subject of hygrometry has long been one of the problems to 
which various investigators have given attention and the results of 
their work are a matter of record. 

Thus it has been recognized ! that, because of its ease of manipula- 
tion and its accuracy if suitable precautions are observed, the venti- 
lated psychrometer is a suitable instrument for use in humidity 
measurements. 

Consideration of the various types of hygrometers, commercially 
available, indicated however, that none would be suitable if reliable 
continuous records were to be secured. The use of simple wel bulb 

dry bulb hygrometers would require practically constant attendance 
if frequent observations were made, and the results would not be 
accurate unless arrangements were made to circulate the air over 
the wet bulb. A pen recorder of the circular chart type to record 
wet and dry bulb temperatures had been used during one summer 
in a telephone central office where the humidity conditions were severe, 
but the results secured were not considered reliable because of the un- 
satisfactory method used to ventilate the wet bulb, as well as the 
sluggishness of the recorder due to pen friction on the chart. 

Considerable experience in the laboratory with a recording hair 
hygrometer also had shown that, in addition to the inaccuracies to 
which hair hygrometers are commonly subject, the friction in the 
lever mechanism and between the pen and the chart made the instru- 
ment too erratic to be considered of possible use in the work being 
undertaken. Accordingly, a study was made to determine the 
possibility of developing apparatus which would overcome the troubles 
inherent in such recorders. 


DEVELOPMENT OF A RECORDING HYGROMETER 


A promising method, developed by D. T. May of the Bell System 
Laboratories and operated successfully in the laboratory, consisted 
in the use of accurate and matched mercury thermometers, the stems 
of which were contained in a camera which would enable the heights 
of the mercury columns to be photographed upon a roll of sensitized 
paper. Arrangements were made for shifting the paper between 

1U. S. Weather Bureau Psychrometric Tables for Obtaining the Vapor-Pressure, 


Relative Humidity and Temperature of the Dew-Point from Readings of the Wet 
and Dry Bulb Thermometers, by C. S. Marvin. 


Proceedings of the Physical Society of London, Feb. 15, 1922. The Measurement 
of Atmospheric Humidity, by Sir Napier Shaw. 
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exposures, and a small exhaust blower was provided for circulating 
the air over the wet bulb. The whole apparatus was controlled 
electrically by a clock and was arranged to record the wet and dry 
bulb temperatures at any desired time interval. When the com 
plete record roll had been exposed it was removed and upon develop 
ment showed the thermometer readings from which the corresponding 
humidities could be found in the psychrometric tables. While this 
type of recorder would no doubt have enabled accurate informa- 
tion to be obtained, it had two inherent objections. These were, 
first, the bulkiness of the complete equipment which had to be placed 
at the location where the conditions were to be determined and, 


Www 


THERMOMETER THERMOMETER 


Fig. 1 —Bridge Circuit of Difference Recorder 


second, the thermometers could not be read because their stems 
were within the camera box, and therefore, the humidities and tem- 
peratures measured could not be ascertained until the record had 
been developed. 

Accordingly, at this time, consideration was given to a type of 
mechanism which would produce a visible record upon a chart con- 
tinuously available for observation by the operator. It was found 
that the Leeds & Northrup automatic recorder had been in com- 
mercial use for some time for the measurement of furnace temperatures, 
by means of thermocouples in conjunction with an automatically 
adjusted potentiometer circuit. The same type of recorder also had 
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j 
Fig. 2—-Wind Tunnel Equipment A 
a - 2 
: 
Fig. 3—Temperature and Difference Recorder as 
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been used for recording temperatures and differences between two 
temperatures by means of resistance thermometers and a Wheatstone 
bridge arrangement. As it seemed feasible to adapt this instrument 
to meet our requirements, the double Wheatstone bridge circuit 
shown in Fig. 1 and the auxiliary wind tunnel equipment with resist- 
ance thermometers shown in Fig. 2 were developed. Fig. 3 is an 
illustration of the Leeds & Northrup recorder used. 

This recorder was arranged to measure the resistance of the dry 
bulb thermometer and the difference between the resistances of the 
dry and wet thermometers, and to record these values upon a chart. 
Referring to the circuit diagram Fig. 1, it may be seen that, by means 
of a relay whose operation is controlled by the commutator on the 
recorder mechanism, the two Wheatstone bridges, one containing the 
dry bulb thermometer, and the other containing both the dry and 
wet bulb thermometers, may be balanced alternately by the recorder. 
After a sufficient interval has elapsed in each case for the bridge to 
become balanced the siphon pen is lowered into contact with the 
chart by a cam mechanism and the point of balance thus recorded. 
The record thus produced consists of dotted curves showing the 
successive indications of dry bulb temperature and difference be- 
tween dry and wet bulb temperatures. 

In order to secure the desired accuracy and sufficient sensitivity 
to follow the changes in temperature, the resistance thermometers 
used consist of platinum wire wound on mica cards and encased 
in flat nickel silver tubes with hard rubber ferrules. These are 
attached to a brass junction box in which is terminated the four 
conductor cable leading to the recorder mechanism. 

The thermometers are enclosed in slotted brass tubes through which 
the air is drawn by a small blower driven by a universal motor. 
Mounted below these tubes is a shallow, covered water tank having 
a slot in the cover beneath the wet bulb thermometer through which 
the wick projects into the water. The desired water level in the 
tank is secured by an inverted water bottle, the neck of which projects 
into another opening in the cover of the tank. 

The wind tunnel equipment? containing the resistance thermometers 
may be placed at any desired distance from the recorder mechanism, 
as the resistances of the thermometer leads have no effect upon the 
measurements provided they are equal. Leads consisting of a four 
conductor rubber insulated lead covered cable from 50 feet to 100 feet 
in length have been used. 


*The wind tunnel and equipment is quite similar in operation to the “distance 
hygrometer,’’ Sct. Am. June 6, 1914, p. 468. 
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As one of the difficulties encountered in the use of the wet bulb ther- 
mometer consists in the gradual clogging and drying up of the wick 
due to the accumulation of impurities left in it from the evaporation 
of the water, together with the dust which settles from the air which is 
drawn over it, special care must be taken to guard against trouble 
from this source. The cotton fabric used for the wicks which cover 


Fig. 4—Ventilated Psychrometet 


the wet bulb must be treated to remove all traces of grease, with 
subsequent thorough washing to remove all traces of corrosive material. 
After this, the wicks should be handled only with thoroughly cleaned 
hands before they are placed on the thermometers. These wicks 
should be changed daily. Pure distilled water must be used in the 
tanks and they must be cleansed occasionally because they become 
contaminated by the impurities washed out of the air as it bubbles 
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through the water. By rigid observance of such precautions no 
difficulty should be experienced in securing accurate records by means 
of this recorder. 


LABORATORY 


Several of these recorder mechanisms were built and after having 
been adjusted to operate satisfactorily, each wind tunnel equipment 
connected to its associated recorder was placed ina laboratory room 
controlled by air conditioning equipment, and given a run to test its 
operation under the range of conditions which might be expected to 
occur at the localities where the recorders were to be installed. During 
this test, the readings given by the recorder were compared with 
those obtained with a ventilated psvchrometer, Fig. 4, equipped with 
accurate wet and dry bulb thermometers. Table I following gives a 
summary of the readings obtained in calibrating one of the recorders, 
while Fig. 5 shows a typical 12 hour record obtained in one of the 
lal Oratory rooms. 


TABLE I 


VENTILATED PsyCHROMETER LEEDS & NORTHRUP RECORDER 


Per 
‘ent 


Vifference ( 
Difference Relative | Differ. 


Ditference 


Dry Relative Dry 
Bulb Humidity Bulb Humidity ence 
Femp. t Dry and Wet Per Cent) Temp. F Dry and Wet Per Cent ; 
Bulb, Temp. Bulb, Temp. 
77.9 11.5 54.0) 77.8 ‘1.1 35.5 +2.8 
10.2 58.0 77.0 9.9 59.5 + 2.6 
(8.4 0.9 96.5 78.2 97.0 +05 
84.4 0.7 97.0 S4.4 0.6 07.5 +O.5 
5.6 &3.6 5.6 0.0 
83,7 10.8 59.5 10.5 60.5 +-().1 
10.5 65.5 98.2 10.5 605.5 0.0 
OX 3 13.4 57.0 O83 13.4 57.0 0.0 
97.4 95.0 97.8 94.5 0.5 
97.2 1.0 96.0 97.6 95.5 0.5 


Reference to these tabulated values of relative humidities obtained 
by the two methods indicates that the recorder is capable of giving 
reliable data particularly through the range of high humidities where 
the effects on materials or apparatus exposed to these conditions may 
be large. Dithculty was experienced in comparing the readings of 
the two instruments due to the sensitivity of the resistance ther- 
mometers to slight temperature changes, and also due to the slight 
ditferences in temperature between the two sets of thermometers which 
necessarily occurred because they were not in the same wind tunnel. 
This difficulty was encountered particularly when the “humidity 
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room,” in which the apparatus was located, was under a thermostatic 
control which allowed a temperature variation of approximately 
+0.5° F. However, the calibration of the resistance thermometers 
and the sensitivity of the bridges in which they are placed is such 
that temperatures and temperature differences are recorded with an 
accuracy of 414° F. 


TRIALS 
In order to determine just what combinations of temperature and 
relative humidity prevail in widely separated localities of the United 
States, certain cities were selected in which moisture troubles with 
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Fig. 6—Comparison of Indoor and Outdoor Temperatures and Relative 
Humidities at Savannah, Ga. 


telephone equipment might be expected to occur, and at which local 
stations of the United States Weather Bureau were located, so that 
comparisons might be made between our records of indoor conditions 
and the observations of outdoor conditions. 

Ten of these instruments were installed in central offices in New 
York (3), Boston, Savannah, New Orleans, Chicago, Minneapolis, 
Houston and Seattle, from which records have been obtained during 
the summer months of 1921 and 1922. 
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From the data accumulated in these cities, comprehensive informa- 
tion has been obtained as to the duration of conditions of average 
and maximum severity which occur during the humid months. It is 
of interest to compare the values of the central office conditions of 
temperature and relative humidity obtained from the recorders, with 
the corresponding Weather Bureau observations. The curves given 
in Fig. 6 show a typical comparison from data obtained at Savannah, 
Ga., during May, 1922. Study of these curves shows that the indoor 
temperature averaged somewhat higher than that out of doors, and 
that the indoor relative humidities were seldom higher than 756; , 
although the outdoor humidities often were higher than 85°; for 
considerable lengths of time. The Weather Bureau data indicate 
very definitely when rain stortas occurred and also periods of high 
humidity, due perhaps to foggy weather, although such periods are 
not well defined by the humidity curves showing the indoor conditions. 

Since for a given absolute humidity, the relative humidity varies 
inversely with the change in temperature of the air, obviously it 
should be possible to keep the relative humidity in a central office 
building lower than that of the outside air by keeping the windows 
closed during periods of sudden temperature changes, and by the use 
of heat in switchboard sections. This latter remedy for humidity 
troubles has been successfully applied for several vears to switch- 
boards installed in some localities. Also the effects upon the indoor 
humidity and upon the performance of central office equipment, of 
closing the windows of central office rooms has been the subject 
of considerable investigation. 

In the study of this method of reducing relative humidity, it is 
very desirable to have records which will show continuously the dif- 
ferences existing between indoor and outdoor temperatures and 
relative humidities, and in particular to study the effects on the 
indoor conditions when sudden changes in atmospheric conditions 
occur such as rain storms when the relative humidity outside reaches 
100%. It was found that the automatic recorder described above 
would lend itself admirably to the study of this problem and that 
by the use of a simple relay switching mechanism on the recorder, 
two wind tunnel equipments could be operated with one recorder, 
enabling temperatures and differences between dry and wet bulb 
temperatures to be recorded alternately on the same chart for both 
indoor and outdoor conditions. 

A recorder of this type was operated during the summer months 
of 1921 at the West Street laboratories of the Western Electric Co., 
Inc., to record the conditions in a well ventilated laboratory room 
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about 25 feet x 27 feet and having two windows each in the east and 


south walls. The wind tunnel equipment was installed at a height of 
six feet upon a pillar in the center of the room. About ten people 
normally work in this room. The outdoor conditions were obtained 
by mounting a wind tunnel equipment in a standard Weather Bureau 
instrument shelter placed at the top of a tower, 14 feet high, which 
stands on the roof of a three story building far enough away from 
walls and other obstacles to permit free circulation of the air. 

Figs. 7 and & show two typical 12 hour records upon which the 
indoor and outdoor relative humidities have been plotted from the 
curves of temperatures and temperature differences recorded by the 
instrument. A study of these records indicates that large differences 
often exist between the indoor and outdoor conditions and that the 
indoor conditions are much less severe than might be expected when 
the outdoor humidity is high. This difference is particularly notice- 
able when the windows are closed, but as soon as they are opened the 
indoor temperature decreases and the humidity generally increases 
to practically the same value as that of the outside air. Fig. 8 ts 
of particular interest in showing the rapid decrease in the outdoor 
temperature and increase in relative humidity due to a thunder- 
storm. 

The analysis of the records obtained from a number of recorders 
which record temperature and difference between dry and wet bulb 
temperature requires considerable labor in obtaining the correspond- 
ing relative humidities from the psyvchrometric tables and, obviously, 
periodic values only can be taken unless some rapid mechanical 
method of doing this is employed. Such methods have been developed 
and used successfully for this purpose. 


A New Direct READING HuMipity RECORDER 


A much more satisfactory type of recorder is one which, in addition 
to tracing the temperature curve, traces a curve of the relative 
humidity. The only instrument of any prominence that has been 
used in this way is the recording hair hygrometer, the objectionable 
features of which have already been mentioned. 

An improved type of direct reading humidity recorder which has 
been developed by E. B. Wood, of the Laboratories of the American 
Telephone and Telegraph Company and the Western Electric Com- 
pany, employs the Leeds & Northrup automatic recorder mechanism, 
to which has been added an electrical mechanism which will be de- 
scribed, together with the principle upon which its operation is based 
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This novel improvement depends, for its operation, on the approxi 
mate linearity and common intersection of the ordinary humidity 
curves as shown in Fig. 9. 

It is apparent that each of the humidity curves ts in effect a straight 
line and that, with an accuracy sufficient for practical purposes, these 
curves, representing humidities of from 80°, to LOO), converge at a 


yoint (a) whose coordinates are (b,c). Assuming that the humidity 
| 


curves are straight lines passing through point (a), it is apparent 
that the value of humidity is completely determined if the slope ot 
the particular curve is known, since each curve represents only one 
value of humidity. It also is apparent that the slope is given bv the 
ratio of dry bulb temperature minus the ordinate of point (a), to 
wet bulb temperatures minus the abscissa of point (a): or in other 
words, the relative humidity is completely determined, if the dry bulb 
and wet bulb temperatures are each known, above the datum coordi 
nates (b, c¢) of point (a). 

If then, a resistance is set off, proportional to the difference between 
the temperature of the dry bulb and temperature (b), and another 
resistance is set off proportional to the difference between the tem- 
perature of the wet bulb and temperature (c), the ratio between 


3 Bur. Stands. Cir. No. 55, p. 116. 
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these two resistances will indicate directly the relative humidity 
corresponding to the dry and wet bulb temperatures. The circuit 
arrangement by means of which this is accomplished is shown in 
Fig. 10, and the mechanism of the recorder employing it, is shown in 
Fig. 11. 

The recorder circuit contains three Wheatstone bridges with one 
battery and galvanometer which are transferred in rotation from 


Fig. 10—Circuit of Direct Reading Recorder 


each bridge to the next by the commutator and relays shown in the 
circuit. The three bridges are arranged so that they remain at their 
last positions of balance until mechanically connected to the balancing 
mechanism of the recorder by the electric clutch associated with each 
bridge whose operation also is controlled by the commutator. The 
first of these bridges, designated the “dry bulb bridge,” contains 
the dry resistance thermometer and mechanically associated with 
its slide wire contact is a second slide wire contact operating upon 
a slide wire resistance arm in the third bridge, designated as the 
“humidity bridge.’”” The second of these bridges, designated as 
the ’ contains the wet resistance thermometer, 
and mechanically associated with its slide wire contact is a second 


‘wet bulb bridge,’ 


slide wire contact operating upon a second slide wire resistance arm 
of the “humidity bridge.” 

The consecutive balancing of the 
bridge’ accordingly sets off resistances upon the two slide wire resist- 


“a 


dry bulb bridge” and ‘“‘wet bulb 


ance arms of the “humidity bridge” proportional respectively to the 
temperature differences described in the second preceding paragraph. 
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The balancing of this bridge accordingly accomplishes the result 
already described of determining the ratio of the resistances R, and R: 
of these two slide wire arms, and consequently, the relatite humidity 
corresponding to the dry and wet bulb temperatures previousls 


Fig. 11—Direct Reading Recorder 


measured on their corresponding bridges. In the operation of the 
recorder, a period of about 20 seconds is allowed by the commutator 
to balanée each bridge thus completing a cycle every 60 seconds. 
The recorder is equipped with two pens one of which is associated 
with the slide wire of the “dry bulb bridge” thus recording the dry 
bulb temperature, while the other pen is associated with the ‘humidity 
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bridge,’ thus recording the values of humidity directly. Inasmuch as 
successive operations of the recorder consist in the restoration of the 
balance of each bridge, if different from the last position of balance, it 
is evident that the pens will trace continuously the variations of 
temperature and relative humidity. 


A recorder of this type with its associated wind tunnel mechanism 
has been used for some time to record the conditions in a laboratory 
“humidity room.’ The temperature record given by this recorder is 
accurate to +14° F. as in the case of the difference recorder. The 
accuracy of the humidity record differs for various points on the scale, 
depending upon the values chosen for certain resistances in the recorder. 
When the recorder ts adjusted for very close accuracy (+19; relative 
humidity) for relative humidities above 90°7, the accuracy for lower 
values of humidity decreases until at 50°, the maximum variation 
from the true value may be as much as 2!.¢7 relative humidity. 
If desired, the adjustment may be made to transfer the point of 
greatest accuracy to any selected lower value of humidity. Experi- 
ence with this model has suggested changes which should considerably 
improve this accuracy over the whole range of humidities. Fig. 12 
shows a typical 12 hour record of conditions in the “humidity room” 
while under automatic control of an air conditioning equipment. 


This recorder also was used during the summer months of 1923 
to record outdoor conditions with the wind tunnel equipment installed 
in the Weather Bureau instrument shelter mentioned earlier. During 
this period of 4 months’ operation, it required no attention save an 
occasional oiling of the mechanism and maintenance of the wet bulb 
equipment, and practically continuous records were secured. The 
records are of particular interest for observation of the variations of 
temperature and humidity which take place during changes in 
weather conditions such as rain storms. Figs. 18 and 14 are 
reproductions of typical consecutive 12 hour records obtained for 
outdoor conditions. 


From consideration of the humidity recording apparatus which has 
been developed and the results which have been obtained with it, it may 
be stated that both the difference recorder and the direct reading 
recorder are satisfactory instruments with which accurate data may 
be obtained. However, they are instruments which, in common with 
other types of apparatus that have been developed to measure 
humidity, require careful attention of the wind tunnel equipment 
in order to secure reliable results; also the recorder mechanism itself 
requires the attention of an operator skilled in its maintenance. 
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While the mechanism of the direct reading recorder is more com- 
pleated than that of the difference recorder, it is a more useful instru- 
ment, both because the humidities may be read directly, thus saving 


the labor of interpretation of the records, and because the records are 


more significant. The direct) reading recorder, furthermore, may 
be used to control the functioning of air conditioning apparatus at 
any desired conditions, at the same time that it is actually recording 
these conditions. Accordingly, it should) prove particularly useful 
in maintaining proper humidity in apparatus and operating rooms. 
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A Reactance Theorem 
By RONALD M. FOSTER 


Synopsis: The theorem gives the most general form of the driving-point 
impedance of any network « omposed of a finite number of self-ir ths 
mutual inductances, and capacities. This impedance is pure : 
with a number of resonant and anti-resonant frequencies which alters 
with each other. Any such impedance may be physically realized 


vided resistances can be made negligibly small) by a network consisting ot 


number of simple resonant circuits (inductance and capaci 
parallel or a number of simple anti-resonant circuits (indu 


ity in parallel) in series. Formulas are given for the design of such net 


works. The variation cf the reactance with frequency for several simple 
circuits is shown by curves Phe proof of the theorem is based upon the 
solution of the analogous dynamical problem of the small oscillations of a 
system about a position of equilibrium with no frictional forces acting 
AN important theorem! gives the driving-point impedance? of 
any network composed of a finite number of self-inductances 


mutual inductances, and capacities; showing that it is a pure reactance 


with a number of resonant and anti-resonant frequencies which 
alternate with each other: and also showing how any such impedance 
mav be physically realized by either a simple parallel-series or a 
simple series-parallel network of inductances and capacities, pro- 
vided resistances can be made negligibly small. The object of this 
note is to give a full statement of the theorem, a brief discussion of 
its physical significance and its applications, and a mathematical 
proof, 
THe THEOREM 


The most general driving-point impedance S obtainable by means of a 
finite resistanceless network is a pure reactance which is an odd rational 


function of the frequency p 2x and which is completely determined, 


except for a constant factor Il, by assigning the resonant and antt- 
resonant frequencies, subject to the condition that they alternate and 


include both sero and infinity. Any such impedance may he physically 


' The theorem was first stated, in an equivalent form and without his proof, by 
(seorge A. Campbell, Bell System Technical Journal, November, 1922, pages 23, 26, 
and 30. By an oversight the theorem on page 26 was made to include unrestricted 
dissipation. Certain limitations, which are now being investigated, are 1 . 
in the general case of dissipation. The theorem is correct as it stands when there is 
no dissipation, that is, when all the R's and G's vanish; this is the only case which is 
considered in the present paper. 


A corollary of the theorem is the mutual equivalence of simple resonant compo 
nents in parallel and simple anti-resonant components’ in. series his coro 
had been previously and independently discovered by Otto J. Zobel as earl 


1919, and was subsequently published by him, together with other reactance theorems, 
Bell System Technical Journal, January, 1923, pages 5-9 
* The driving-point impedance of a network is the ratio of an impressed electro 
motive force at a point in a branch of the network to the resulting current at the 
same point. 
259g 
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constructed either by combining, in parallel, resonant circuits having 
impedances of the form iLp+(iCp), or by combining, in series, anti- 
resonant circuits having impedances of the form [iCp+(iLp)"]-'. In 
more precise form, 


p(pi— (pin-2- 

where H20 and 0O=pPoS SpoS ... The induct- 
ances and capacities for the n resonant circuits are given by the formula, 


(1) 


ipS 
G=13,..., 20-1), (2) 
Ce 


and the inductances and capacities of the n+1 anti-resonant circutts 


are given by the formula, 


(7=0, 2,4,... ,2n—2, 2n), (3) 


| ip 
Lip} \S(bj—p*)/ 
which includes the limiting values, 


Pin Lo= Con =0, Lon =H. 
Pin 1 


Formula (1) may be stated in several mutually equivalent forms. 4 
This particular form is the driving-point impedance of the most 
general symmetrical network in which every branch contains an 
inductance and a capacity in series, with mutual inductance between 
each pair of branches. This includes as special cases the driving-point 
impedances of every other finite resistanceless network. 


3Since the impedance S is an odd function of the frequency, resonance or anti- 


resonance for p=P implies resonance or anti-resonance for p= —P. In enumer- 
ating the resonant and anti-resonant frequencies it is customary, however, to ex- 
clude negative values of the frequency. Thus, in the present case, we say that 
there are m resonant points (pi, ps,..., Pe» 1) and n+1 anti-resonant points 
(Po=9, Pr, Pay. P2n-2y Pon = ©). 


‘ The expression for S given by formula (1) may be written in the mutually equiv- 
alent forms, 


‘ph? ( 2 +l 52) (p32. +1 
(Pin-2—P Pi—p*)...» (Pen-s—P*) 


If the constant //7 and all the p,’s of these formulas are restricted to finite values 
greater than zero, the four cases, obtained by separating the plus and minus ex- 
ponents, are mutually exclusive, but together they cover the entire field. If p; is 
allowed to be zero, either the first or the second pair covers the entire field. Finally, 
if in addition Or Po, » is allowed to become infinite, while //p3,, or IT is 
maintained finite, any one of the four expressions covers the entire field. Some- 
times one, sometimes another way of covering the field is the more convenient. 
Formulas (2) and (3) apply to all of these expressions for S provided the p,’s include 
all the resonant points and all the anti-resonant points, respectively. 
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PHysICAL DISCUSSION 


The variation of the reactance ¥ = S/7 with frequency is illustrated 
by the curves of Fig. 1 in all the typical cases of formula (1) for n=1 
and for n=2. For every curve the reactance increases with the 
frequency,® except for the discontinuities which carry it back from 
a positive infinite value to a negative infinite value at the anti-reso- 
nant points. Thus between every two resonant frequencies there is an 
anti-resonant frequency, no matter how close together the two resonant 
frequencies may be. The effect of increasing m by one unit is to add 
one resonant point, and thus to introduce one additional branch to 
the reactance curve, this branch increasing from a negative infinite 
value through zero to a positive infinite value. 

That formula (1) includes several familiar circuits is seen by con- 
sidering the most general network with one mesh, that is, an induct- 
ance and a capacity in series, with the impedance :Lp+(iCp)~. 
This expression is given immediately by (1) upon setting n=1, J7=L, 
and pi=1/VLC. Since L and C are both positive these constants 
satisfy the conditions stipulated under (1), thus verifying the theorem 
for circuits of one mesh. This general one-mesh circuit includes as 
special cases a single inductance L by setting /J=L and p,;=0, and a 
single capacity C by setting J7=0 and p,=~ such that H/pj;=1/C. 

In Fig. 1 the reactances shown by the curves on the right are the 
negative reciprocals of those on the left. Fig. 1 also shows networks 
which give the several reactance curves, the networks being computed 
by means of formulas (2) and (3). The networks are arranged in 
pairs with reciprocal driving-point impedances and with the networks 
themselves reciprocally related, that is, the geometrical forms of the 
networks are conjugate,® and inductances correspond to capacities 
of the same numerical value and vice versa. This relation is a natural 
consequence of the reciprocal relation between an inductance and a 
capacity of the same numerical value, these being the elements from 
which the networks are constructed. 

For n=1, formulas (2) and (3) give identical networks, as illus- 
trated by the reactances A, B, A’, and B’ of Fig. 1, each of which is 
realized by a single network. For the reactances C and C’ the two 
formulas give distinct networks, and ci and respectively, these 

5 This has been proved by Otto J. Zobel (loc. cit., pp. 5, 36), using the formula 
for the mest general driving-point impedance given by George A. Campbell (loc 
Citi, ‘pe JO). 


6 For a further treatment of conjugate or inverse networks, see P. A. MacMahon, 
Electrician, April 8, 1892, pages 601, 602, and Otto J. Zobel, loc. cit., pages 5, 36, 
and 37, 
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two being the only networks with the minimum number of elements 
which give the specified impedance. In general, however, there are 


four ways of realizing a given impedance when n=2, as illustrated 


by D and D’ of Fig. 1; formulas (2) and (3) give only the first two 


X=-=— 
4 — a 
Ce; 
— 
5 b 
Ce 
(4-92) 
X= 
D 4-p? 
Co 
-p*)(9-p? 
=3/8 L 4 
| 
4} 
45 
4 95/18 
Ro Pp 
4 


Reactance curves and networks for simple cases of formula (1). 
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networks, dy and ds, d. and do. respec tive ly The total numln rot pos- 
sible ways of realizing a given impedance increases very rapidly for 
values of m greater than 2; for n=3, there are, in general. 32 distinet 
networks giving a specified impedance. 

Formulas (2) and (3) are to be used for determining the constants 
of the circuits which have certain Sper ified charac teristie S- whereas 
most network formulas are for the determination of the character- 
istics of the circuit from the given constants of the circuit. The ip- 
plication of these formulas is illustrated by the following numerical 
problem: 

To design a reactance network which shall be resonant at fre- 
quencies of L000, 3000, 5000, and T7000 eveles: anti-resonant at 
2000, 4000, and 6000 eveles, as well as at zero and intinite frequen- 
cies; and have a reactance of 2500 ohms at a frequency of 10,000 
cycles. 

By formula (1) the reactance of such a network must be 


where pi, Ps, ps, and p; are determined by the resonant frequencies 
to be 1000 X27, 3000 X27, 500027, and respectively; 
po, ps, and ps are determined by the anti-resonant frequencies to be 
2000 X27, 27, and 27, respectively; and J/ must be 
made equal to 0.0596 in order that the reactance at p= 10,000 27 
may be 2500. 0 The variation of the reactance with the frequency 
is shown by the curve of Fig. 2. 

A network having this reactance may be constructed by com- 
bining 2 =4 simple resonant circuits in parallel, or #+1=5 simple anti- 
resonant circuits in series. These two networks are shown by Fig. 2. 
The numerical values of the elements are determined as follows: 
Applying formula (2) we have 


( h ) ) 
Ly = PO) _ 349, 
Cip Pi—P — 


ye — pi) (p?— pi) (pi—p 
(pi — Pi) (Pi— Pi) (Pi— P 


p p p- p p p 
P:— Pi) (Pi— (Pi— P 


0.264, 


=H 


7A 
4 
i 
3 
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and applying formula (3) we have 


Co 0.0888 X 10-6, Lo = 


— Pil Pi) (bi Pi) 
- 0.052: $, 
pi) Bi) (bi — Bi) (BF Bi) 


~ (p—p) (pi-- (p?— pi) (p? — pd) 
Cs =(), Ls=H =0.0596. 


These formulas give the numerical values of the inductances in henries 
and the capacities in farads. The entire set of numerical values is 
shown in Fig. 2.) It is to be noted that the anti-resonant circuit 
corresponding to pp =0 consists of a simple capacity since the induct- 
ance is infinite and thus does not appear in the network, whereas for 
pPs= ® the anti-resonant circuit consists of a simple inductance, the 
capacity being zero and thus not appearing in the network. 


MATHEMATICAL PROOF 


We shall first prove that the driving-point impedance S, as given 
by (1), may be physically realized by either a simple parallel-series 
or a simple series-parallel network of inductances and capacities, pro- 
vided resistances can be made negligibly small. 

The rational function 1/S can be expanded in partial fractions, 


1 sp oy, ip 

S 


Hence S is equal to the impedance of the parallel combination of the n 
circuits having the impedances (p; — p*) py, 
that is, m simple resonant circuits in parallel, each circuit consisting 
of an inductance and a capacity in series, with the numerical values 
given by (2). Furthermore, these numerical values of the inductances 
and capacities given by (2) are all positive, an even number of negative 
factors being obtained upon substituting p=/;, since in every case 
bi pj41. Hence the network defined by (2) has the impedance S$ 
as given by (1) and is physically realizable. 
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Likewise, by expanding S in partial fractions, it can be shown that 
the network defined by (3) has the impedance S as given by (1) and is 
physically realizable. 
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Fig. 2—Reactance curve and networks for formula (4 


The values of the inductances and capacities are (in henries and microfarads 


L, =0.349 C, =0.0726 L,=0.137 Cy =0.0888 
L3=0.323 C; =0.00872 L,4=0.0302 C,=0.0461 
L; = 0.264 =0.00384 L. =0.0097 1 C, =0.0523 
L;=0.142 C; =0.00363 Ls =0.0596 C,=0.0725 
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The electrical problem of the free oscillations of a resistanceless 
network is formally the same as the dynamical problem of the small 
oscillations of a system about a position of equilibrium with no fric- 
tional forces acting. The proof of formula (1) may be derived from 
the treatment of this dynamical problem as given, for example, by 
Routh.’ 

In any network the driving-point impedance in the gth mesh, S,, 
is equal to the ratio A Ay, where A is the determinant® of the net- 
work and Al, the principal minor of this determinant obtained by 
striking out the gth row and the gth column. The determinant of a 
network has the element Z, in the jth row and &th column, Z 
being the mutual impedance between meshes j and & (self-impedance 
when 7 =), the determinant including » independent meshes of the 
network. 

Hence the determinant A has the element Zj,= th 
where Lj, is the total inductance and Cy the total capacity common 
to the meshes 7 and k.) Upon taking the factor (7p) | from each row 
and substituting — p?=.x, the expression for A may be put in the 
form A =(@p) "D, where is a determinant with Ljgv+1 Cj as the 
element in the jth row and the &th column. This is of exactly the 
same form as the determinant given by Routh ® for the solution of 
the dynamical problem; it is proved there that this determinant, 
regarded as a polynomial, has 7 negative real roots which are separ- 
ated by the m—1 negative real roots of every first: principal minor 
of the determinant. 


Hence, we may write (Xeni +x), where 


Xi, Xs, 20. Yen—-1 are all positive and arranged in increasing order of 
magnitude, and where / is also positive since ) must be positive for 


x=0. The determinant ), may be expressed in similar manner. since 


it is of the same form as ) but of lower order. 


™E. J. Routh, “Advanced Rigid Dynamics,”’ sixth edition, 1905, pages 44-55. 
In the notation of the dynamical problem as presented here, the coefficients A ix 
correspond to the inductances, 1/C), to the capacities, p (727) to the frequency, 
and 6’, ¢’, etc., to the branch currents in the electrical problem. 

A complete proof of formula (1) has been worked out for the electrical problem, 
without depending in any way upon the solution of the corresponding dynamical 
problem. This proof has not been published here in view of the great simplification 
made by using the results already worked out for the dynamical problem. 


§ A complete discussion of the solution of networks by means of determinants 


has been given by G. A. Campbell, Transactions of the A. I. E. E., 30, 1911, pages 
873-909, 


* The determinant given by Routh (loc. cit., p. 49) has the element -1,.p?+¢ 
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The driving-point impedance is given by 


Sq tp)-* ip 
Ay Ey (xet+a \ 
where 05x; oS since the roots of D are 
separated by the roots of ),. Upon substituting a Pp? and intro- 


respectively, we see that formula (1) is completely veritied as the 
most general driving-point impedance obtainable by means of a finite 


resistanceless network. 
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Some Contemporary Advances in Physics—III 
By KARL K. DARROW 


LECTROMAGNETIC waves of every frequency from 10* to 

10° exist; they can be generated and perceived; their frequencies 
in nearly every instance can be measured; their actions and reactions 
with matter can be studied. This brief statement is the synthesis 
of a great multitude of inventions, experiments and observations upon 
phenomena of extraordinary diversity and variety. When Herschel 
in 1800 carried a thermometer across the fan-shaped beam of colored 
light into which a sunbeam was resolved by a prism, and observed 
that the effect of the sunbeam on the mercury column did not cease 
when it passed beyond the red edge of the fan, he proved that the 
boundary of the spectrum beyond the red is imposed by the limita- 
tions of the eye and not by a deficiency of rays. Almost at the same 
time Ritter found that the power of the violet rays to affect salts of 
silver was shared by invisible rays beyond the violet edge of the beam. 
Maxwell developed the notion of electromagnetic waves from his 
theory of electricity and magnetism, and described some of the prop- 
erties they should have; and the light-waves and the infra-red and 
ultra-violet rays were found to have some of these properties, while 
the outstanding discordances were explained away by Maxwell's 
successors. Hertz and many others built apparatus for producing 
Maxwell's waves with frequencies far below those of light, and ap- 
paratus for detecting them, with consequences known to everyone. 
Years after X-rays and gamma-rays were discovered emanating from 
discharge-tubes and disintegrating atoms, Laue proved that these too 
are waves, lying beyond the visible spectrum in the range of high 
frequencies. Radiations emerging from collapsing atoms and radia- 
tions diverging from wireless towers; waves conveying the solar heat 
and waves carrying the voice; rays which disrupt atoms by extracting 
their electrons, rays which alter atoms by rearranging their electrons, 
rays which almost ignore atoms altogether, were successively dis- 
covered or created; and all these radiations were brought into one 
class, and identified with light. 

This enormously extended electromagnetic spectrum was _ inter- 
rupted until lately by two regions unexplored. They were known 
as the gap between the X-rays and the ultra-violet, and the gap be- 
tween the infra-red and the Hertzian waves, according to the names by 
which the various explored regions of the spectrum commonly go; 
but to understand why they remained unclosed for so long, and what 
kinds of rays are being found within them, it is necessary to consider 
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how certain properties of the waves vary along the spectrum. Enough 
is known about the origin of electromagnetic waves to justify using 
it as a basis of classification. Classifving the rays, therefore, by 
mode of production, we can distinguish at least four sharply-contrasted 
types: first, rays emitted from atomic nuclei in process of disintegra- 
tion; second, rays emitted from atomic electron-systems in process 
of rearrangement; third, rays due to atoms vibrating to and fro about 
their positions of equilibrium as constituents of molecular groups or 
of space-lattices; and finally, waves generated by oscillating electrical 
circuits.!’ For each of these classes there is a region of the spectrum 
which is particularly, although not exclusively, its own. 

The rays emitted from disintegrating nuclei lie at the topmost end of 
the frequency-scale; they overlap the rays of the second class, but do 
not approach either of the gaps. The rays resulting from rearrange- 
ments of the electron-systems surrounding atom-nuclei extend over 
an enormous range. The minimum wave-length of this range is 
.1075A, the K-frequency of the uranium atom; it is and will almost 
certainly remain the definitive limit, unless someone should succeed 
in discovering a substance further up the periodic table than uranium, 
or in removing some of the deepest electrons from the electron-system 
of some heavy? atom. As maximum wave-length we might take 
that of a line 40500A lately recognized by Brackett as belonging to 
atomic hydrogen; but this is certainly not the definitive limit. Emis- 
sion-bands due to atoms vibrating within molecular groups are found 
in and beyond the “near infra-red’? (and indeed in the ultra-violet 
around 3000A, if we include bands of ‘“‘compound”’ origin, resulting 
from processes occurring together which if happening separately 
would produce rays of the second and third types, respectively); 
while the ‘‘residual rays,”’ which are ascribed to atoms vibrating within 
the gigantic molecular group which is a crystal lattice, extend as far as 
0.152 mm. (residual rays of thallium iodide). Between 0.1 mm. 
and 0.4 mm. rays have been discovered emanating from the mercury 

! This classification is obviously not an exhaustive one. Continuous spectra have 
been omitted—thermal emission spectra of solids, and continuous X-ray spectra, 
which may be ascribed to random accelerations of free electrons. The continuous 
bands in gas spectra, of which one has just been explained by Gerlach (ZS. f. Phys., 
18, pp. 239-248; 1923) and others by Bohr (Phil. Mag. 26, p. 17; 1913), can be 
included in the second class by a slight generalization; and so, probably, can some 
fluorescence and phosphorescence spectra, at least if we extend ‘atomic electron- 
systems”’ to include ‘‘electron-systems of grouped atoms.’’ There is also the possi- 


bility of rays due to changes in rate of rotation of molecules, not compounded with 
changes in oscillation or electron-arrangement. 

2 Meaning an atom with a large nuclear charge, which would have heaviness, or 
more properly massiveness, as a secondary characteristic. A short and simple 
adjective to describe where an atom stands in the scale of nuclear charge, i.e. in 
the periodic table, would be very welcome. 


a 
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arc, which probably belong to the second or third class, but it is not 
certain which. If we gather all these classes together into a single 
great class of natural rays, extending from .02A or 2.107!" cm. to 
4,000,000A or 0.04 cm., they may be contrasted with the artifictal 
rays generated by man-made electrical circuits, Iving entirely beyond 
the long-wave limit of their range.* 

One of the two lacunae in the spectrum, extending from 0.4 mm. to 
7 mm., separated the range of natural rays from the range of artificial 
rays. To close this gap it was necessary literally to invent new rays, 
by designing oscillating electrical circuits which would generate fre- 
quencies which perhaps had never existed before in nature. The other 
lacuna, extending from 13A to 1200A, lay by contrast in the very 
centre of the range of natural rays, and precisely where we expect to 
tind the frequencies resulting from certain peculiarly interesting and 
important processes in the electron-systems of atoms. These pro- 
cesses, it appears, are not in all cases easy to incite by the usual 
methods of stimulating atoms to radiate; but this difficulty is only one, 
and probably the least serious one, of the three hindrances which com- 
bined to delay the exploration of this region. A second impediment 
comes from the limitations of our devices for measuring wave-length, 
every one of which is unavailable over a certain sector of the region, 
extending roughly from 13A to 150A (limits which may later be forced 
somewhat closer together); but the most conspicuous obstacle is 
the extraordinary obstructiveness and opacity of every kind of matter 
to these rays. 

The ability of electromagnetic waves to penetrate matter varies 
enormously from one part of the spectrum to another. At the upper- 
most end of the frequency-scale, the rays penetrate every sort of 
matter with astonishing ease. A laver of lead 8 mm. thick is required 
to remove half of the energy of a ray of wavelength .025A; and even 
this, it is probable, is not absorbed in the strict sense of being con- 
verted from radiant energy into another form, being merely deflected 
or scattered out of 1¢s original direction of motion.4 With rays of 
greater wave-length, a true absorption is superposed upon the scatter- 
ing, and increases very rapidly, about as the third power of the wave- 
length. The absorbed energy is used in extracting electrons from. 

The distinction between natural and artificial rays is striking, but I fear not 
quite exact, since lightning-discharges and the causes of ‘‘static’’ offer instances of 
natural sources of radio frequencies. Also the selective absorptions of certain 


substances in the Hertzian range strongly suggest natural emission-frequencies. 
Still the distinetion is not yet unsound enough to be dangerous. 


‘If A. H. Compton's theory of X-ray scattering is eventually triumphant, it will 
be necessary to admit that some radiant energy is transformed into kinetic energy 
of moving masses when scattering occurs. 


the deeper levels of atomic. ele tron-svstems, as I dese ribed in the 
second of these articles. The absorption in any particular substance 
does not increase with an uninterrupted upward sweep; there are 
oceasional setbacks, each of which occurs at a critical frequency 
where the radiation ceases to be able to extract electrons from a pal 
ticular level. But though the lower-frequency ravs cannot extract 
the deeper electrons of the atoms, they more than make up for it 


by expelling the outer electrons in greater and greater abundance; and 


(ys 


when wave-length 13.\ is reached, thev can remove only the outern 


electrons or shift them from one orbit to another” but they perform 


these actions so often that the beam is rapidly absorbed (even at O.5A, 


0.01 mm. of lead is sufficient to abstract half its energy 

Beyond 138A there is a region of well-nigh total eclipse. All we 
know about it is derived from a few measurements by Holweck 
According to him, ravs of wave-length 404 lose half their energy in 
traversing half a millimetre of air et atmospheric density; at LOOA, 
the same proportion is consumed in a twentieth of a millimetre of air, 
or ina quarter of a millimetre of hydrogen, the most tenuous of all sub- 
stances; and even these are not the most absorbable rays. A sheet 
of celluloid, .OOOL mm. thick, which absorbs only SO; of the energy of 
a beam of wave-length 40A and 36°, at LOOA, abstracts O46; of the 
energy at 250A. It actually absorbs 97.30, of a ray of wave-length 
308A; but this may be the least penetrating radiation of the entire 
scale, for the transmission apparently is a little greater at 4004 
(although Holweck seems to distrust the reliability of the last result 
It must be admitted that the various beams of radiation on which 
these measurements were made are not monochromatic, but Comprise 
each a continuous range of wave-lengths extending down to the quoted 
value, which is the minimum. Since the beam is in every case filtered 
through as many absorbing lavers as possible before the tinal measure- 
ment of transmission through the celluloid sheet is made, and those 
remove preferentially the longer waves, it is probable that each 
datum refers to a finite, vet comparatively narrow, band of wave 
lengths with its lower end at the specified value.’ 


*Some of the absorbed energy may be utilized in other ways, but there is no 
known alternative mechanism. 

5 The curve of Fig. 1, taken from Holweck’s article, shows | | for tl bsorb 
ing power of celluloid plotted (logarithmically) against wave-lengt! \ll the points 


refer to wave-lengths between 40A and 400A except the tk : 
refers to the rays emitted by gaseous hydrogen bombarded by electrons of energy 


between 13 and 38 volts (the transmission is the for every bombarding-voltage 
within this range). It is probably a sort of “weighted-mean” value for the various 
radiations of the Lyman series and possibly the secondary spectrum of hydrogen, 
and the value 11404 which Holweck assigns as its effective wave-length is probabl 


as good as any. The straight line on the left relates to nitrogen 


272 BELL SYSTEM TECHNICAL JOURNAL 


Whether or not Holweck’s measurements are accurate enough to fix 
the point of greatest opacity, it is certain that somewhere between 
300A and 1200A the eclipse begins to pass off. Fluorite commences 
to transmit at about 1200A, quartz and gelatine at about 1SO00A (each 
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Fig. 1—Absorbing power of celluloid and of nitrogen plotted versus wave-length 
in the region of greatest opacity. (Annales de Physique.) 


of these was, for reasons of experimental technique, long the limit of 
the explored region). Air begins to let through the light at about 
ISOOA; the atmosphere indeed arrests the rays of the sun and stars 
as far along as 2900, but this is ascribed to ozone in the upper strata. 
Henceforward the absorption of radiant energy in gases consists 
mainly in shifting the valence-electrons of the atoms from one level 
to another, or in altering the amplitude of vibration of atoms built into 
molecular groups. The characteristics of individual atoms become 
steadily less influential; the groupings of the atoms into molecules, 
crystals, liquid or solid continua determine the amount of absorption. 
The question whether a particular solid is a conductor or an insulator, 
entirely irrelevant at high frequencies, eventually becomes the only 
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question that matters; and radio-frequencies penetrate great thick- 
nesses of rock or brick more readily than the thinnest sheet of metal 
foil. 

To explore the region of the spectrum in which the absorbing- 
power of matter is at its greatest, it is necessary to make a high 
vacuum over the entire path of the rays from their source to the 
receiver (photographic plate, ionization-chamber, or electrode for 
photoelectric emission). This necessity can be escaped only if the 
obligation of measuring wave-lengths is evaded, for then the path may 
be very short; the receiver may be brought quite close to the piece 
of solid substance or the stratum of gas in which the ravs are excited. 
If the wave-lengths are measured, it must be done with a ruled or 
crystalline diffraction-grating, which enforces a lengthy path (often 
as much as two metres). No solid windows can be interposed in it 
to confine a diffusing gas to the region where the rays are excited (the 
only exceptions yet developed are Holweck’s .0001-mm. celluloid 
windows, which when stretched over and sustained by a tine-meshed 
gauze are said to be able to support a 5-cm. pressure-ditterence between 
their two faces). The excitation must therefore take place, whenever 
possible, in vacuo. This is simple enough when dealing with the rays 
excited from solids by electron-bombardment, and originating from 
displacements of electrons deeper down in the atomic system than the 
valence-electron; for the bombardment can be carried on in vacuo. 
But the arcs and sparks which are commonly used to displace the 
valence-electrons of free atoms or molecules, and so produce the fre- 
quencies for which these are responsible, are usually operated in an 
atmosphere composed of a comparatively few of the atoms being 
studied, mingled with a large amount of air or some other permanent 
gas. Yet it has been found possible to operate both arc and spark 
discharges “in vacuo,” that is, without the atmosphere of permanent 
gas; though they differ in various wavs from the like-named and 


‘ 


familiar discharges in air, and do not display quite the same spectra. 
Vacuum arcs, when once ignited, can be maintained with a moderate 
voltage between electrodes of various metals; the mercury vapor 
lamp is the familiar example, but ares of such metals as magnesium, 
aluminium, and lead were developed as early as 1905. The name 
“vacuum arc”’ is, of course, a misnomer; the discharge occurs in an 
atmosphere of the vapor of the metal, but this congeals as soon as it 
starts to diffuse away from the discharge, and does not impair the 
vacuum in the light-path. The condition for an easily-maintained 
vacuum arc is that the vapor-pressure of the metal involved be com- 
paratively high. Yet arcs between carbon electrodes in vacuo seem 


| 
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to be easy to maintain, though the vapor pressure of carbon is im- 
measurably small; one is led to suspect the gases inevitably occluded 
in this clement.?. Saunders produced waves as short as Y7SA with an 
are in calcium vapor, and Simeon waves down to 375A with a “carbon 
vacuum are.” 

These vacuum arcs are started either by heating the electrodes to 
produce a momentary high vapor-density, and applying a transient 
high voltage between them; or by touching them together and drawing 
them apart while the moderate voltage is applied. If the latter 
method is tried when the voltage is too low to maintain an arc, there 
isa transitory flash, the breakspark; its spectrum in the visible region 
has been noticed by von Welsbach, who finds the relative intensities 
of certain lines strangely altered from what they are in the ordinary 
spark; but according to McLennan and Lang, it vields no rays of 
wave-length inferior to 2000A. 

The vacuum spark or hot spark emploved by Millikan and_ his 
associates is an altogether different affair; it is a brilliant spark which 
occurs between electrodes a millimetre or so apart (the limits 0.1 
mm. and 2 mm. have been assigned) in an extremely high vacuum, 
when a transient potential-difference of the order of several hundreds 
of thousands of volts is laid across them. This is a mysterious phenom- 
enon, Which has been studied by several scientists, without satisfactory 
conclusions. Whatever the vacuum spark really is, there is no doubt 
that it exists, and that wave-lengths are found in its spectrum which 
are shorter than any hitherto observed in any spectrum of are or 
spark; and it is likely that these high-frequency rays are not excited 
at all in the ordinary electrical discharges of relatively low voltage, 
so that the high vacuum provides the conditions for stimulating as 
well as for transmitting them. The least wave-length vet measured 
with an optical method (ruled grating), which is 186A, occurs in 
the spectra of some of these sparks. 

Most ditheult of all is obviously the problem of detecting the rays 
emitted by the atoms or molecules of a permanent gas, which must 
of necessity occupy the entire path of the light from the place where 
it is excited to the place where it is received, unless intercepted by 
a solid partition which would intercept the desired -waves also. If 
the discharge-tube containing the luminous gas communicates only 
by a narrow slit with the chamber containing the diffracting and re- 
ceiving apparatus, it is practicable to connect a powerful pump to 

The minimum maintaining voltage for ares in vacuo is given by Simeon as 
follows, for electrodes of the following materials: C 30 to 40 volts, Va 30 to 40, Al 8) 


to 100, 87 95 to 105. The distance between the electrodes is described as “slight,” 
the degree of vacuum before arcing is not stated. 
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a branch-tube opening near the slit into the latter chamber, and so 
maintain in it a considerably lower density of gas than is required in 
the discharge. Hopfield has succeeded in) maintaining an atmos 
phere of one kind of gas in the discharge-tube, and an atmosphere of 
another and a more transparent kind of gas in the chamber; the two 
gases are prevented from mingling by the same pumping-arrangement 
As for the measurement of wave-leneths from 1200A\ down to about 
1OOA, it must be made with a concave diffraction-grating, which 
separates rays of different wave-lengths and itself focusses them at 
different places; for the rays cannot penetrate the prism of a prism 
spectograph, or the lens which is commonly used* to focus the beams 
diffracted by a plane grating. Rowland of Johns Hopkins, the first 
great master of the art of making diffraction-gratings, ruled them both 
upon plane and upon concave surfaces. The plane grating was so 
much the more easily ruled, that the concave grating fell into desuetude ; 
but it became invaluable as soon as Lyman began to work in the region 
where the lenses extinguish the light. One might have anticipated that 
it would refuse to diffract ravs the wave-lengths of which are only one 
twentieth, one-fiftieth, even one one-hundredth of the spacing between 
its lines; but as Lyman and Millikan advanced farther and farther 
bevond the earlier limit of the ultra-violet, the concave grating proved 
itself competent to an extent which would probably have astonished 
itsinventor. In one of Millikan’s articles we may read an account of 
the ruling of new gratings by Pearson of Chicago; the spacing of the 
lines was by no means unusually small (about 500 per mm.) but they 
were ruled “with a very light touch so as to leave a portion of the 
original surface functioning in the production of spectra’ partly 
so that successive rulings might be nearly alike, but chietly because 
if just half the original surface could be left intact, a large proportion 
of the total radiant energy would be diffracted into the first-order 
spectrum (this is the only usable one, because the higher-order images 
formed by the small wave-length rays encroach on the tirst-ordet 
images of the rays of greater wave-lengths). The arrangement of 
apparatus in experiments with the concave grating has varied little 
from the form which Lyman originally gave it. In Fig. 2 (from an 
article by McLennan) one sees the cross-section of a large tubular 
air-tight chamber, containing the grating at L (it is mounted on 
a carriage Q sliding on rails O, P), the slit at S and the photographir 


‘There is no apparent reason against using concave mirrors instea 


unless the multiple reflections consume too much of the light Luckiesh mentio 
an instrument designed with focussing mirrors of nickel (Houston, Proc. Roy. So 
Edinb., 1912), which, however, were found inferior to quartz lenses in the range 


in which it was tested. 
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plate at C. The rays are excited at the centre of a tube V communicat- 
ing by the slit with the grating-chamber. In this instance the source of 
light was a vacuum-spark between the electrodes sketched ; had it been 
a vacuum arc or a glow-discharge in a permanent gas, the tube might 


have been different in appearance, but would have been sealed onto 
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Fig. 2—Vacuum spectrograph with concave grating. (Proceedings of the Royal Society.) 


the chamber at the slit in the same manner. The distance SL and 
LC are each one metre, and the sum of them constitutes the major 
part of the light-path (Lyman has reduced the sum to 40 cm. by 
using a more curved grating). 

The extension of the explored or explorable region of the spectrum 
from 1200A onward to 136A does not entirely close the lacuna; but 
it brings into the accessible range every one of a certain very im- 
portant class of rays—the rays emitted by a free atom when its 
valence-electron has been displaced and is returning towards or to 
its normal position. The reason for distinguishing one electron of 
the atomic electron-system above the others as the valence electron 
(the name is chosen rather for its meaninglessness than for its mean- 
ing) lies in the existence of line-series in the spectra. Magnificently 
regular series of rays are observed in the spectra vo. aie atoms of 
hydrogen and of ionized helium, each of which has an electron-system 


consisting of a single electron in the inverse-square field surrounding 
the atom-nucleus.? Series which resemble these, though they are not 
arranged according to so elegantly simple a numerical law, are found 
in the spectra of the elements of the first column of the periodic table 
(Fig. 3) and suggest forcibly that one of the electrons of the atom 
of lithium, or sodium, or potassium lies so much farther out than all 
the others that it moves by itself in a field which is almost identical 
with the inverse-square field of a nucleus of charge e (the resultant 
of the fields of the nucleus and the inner electrons approaches such a 

® This inverse-square field seems to be assured by the experiments on deflections 


of alpha and beta particles by atom-nuclei, quite apart from the successes of Bohr’s 
special assumptions about atomic structure and radiation, 
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field 
applies to elements of the second, third, and fourth columns. 


das 


with diminishing force, for the series become more difficult. t 
and depart greatly from the archetype. 


the distance 
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plicated spectra of elements such as neon, argon, and iron, it is very 
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ré So Nt 
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53 
Fig. 3—-Periodic table of the elements showing their atomic numbers 1 ionizing 
potentials. Cf. footnote 15 


difficult, though apparently not impossible, to arrange frequencies 
into series, and this is in accord with the belief (founded on evidence 
of other kinds) that in these atoms there is no single outer electron 
far beyond all the others, but rather an outer shell of several similarly- 
placed electrons. Any one of these might imitate the behavior of a 
valence-electron, however, when removed to an unusually large dis- 
tance trom ce adcleus and from the rest. It is to be observed also 
that when atoms are brought close together in the liquid or solid 
state, the line series can no longer be excited. 

Wherever, therefore, there are discernible line-series, one infers 
an electron far enough beyond all the others to have a behavior and 
deserve a title of its own. Generalizing Bohr’s wonderfully successful 
model of the atoms of hydrogen and ionized helium, we imagine that 
this electron enjoys a particular set of orbits, in the narrowest and 
deepest-lving of which it normally abides, while in any one of the 
others it can make only a transient halt." 

Tt may not be superfluous to complete the description of Bohr’s model by saving 
that when the electron goes from one orbit to another, the difference Al” between 


the values of the energy of the atom in the two states is radiated in a ray 


quency AU’ /h, 


of fre 
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Now all the line-series observed in the spectra of excited atoms 
and all which there is any reason to imagine as existent but undis- 
covered, lie entirely at wave-lengths greater than 136A; indeed most 
of them lie in the already-accessible region bevond 1200A, but a 
few of the most important are in the newly-opened range. Hydrogen 
is entitled to first mention, being the leader of the procession of 
elements as well as the most completely understood of them. The 
visible spectrum of (atomic) hydrogen consists of the archetype of 
all line-series, the Balmer series, extending from 6563A to 38650A, 
the frequencies of its lines being equal to the numbers of the series 


and so forth, in which R is a certain constant (R=38.20+ 10%). Ae- 
cording to Bohr’s theory, this means that the energy-values" of the 
consecutive orbits of the valence-electron (in this case the only elec- 
tron) are given by the numbers of the succession 


(B) — Rh (js), (3), 


and so forth, and the consecutive rays of the series are emitted when 
the electron drops into the first of these orbits from the second, third, 
fourth and consecutive orbits. Most people, on looking at the suc- 
cession of numbers (B), would instinctively complete it by adding a 
term — Rh at the beginning; and if there is truly an orbit of which 
the energy-value is there must be an additional Jine-series,” 


the frequencies of its lines being equal to the numbers of the series 


(C) R(1— 5), 35), R(1= and so forth. 


The first three lines of this series should lie at L216A, LO2Z6A and 972A, 
They were discovered by Lyman in 1918, and the series bears his name. 


1 The energy-value of an orbit is the energy of the atom when the valence-electron 
is in this orbit; the energy of the atom being set equal to zero, when the valence- 
electron is removed to infinity. [Tt follows trom this last convention that the energy- 
value of an orbit, with sign reversed, is equal to the energy which must be imparted 
to the atom to remove the valence-electron completely trom the atom when it ts 


initially in the orbit in question. ‘Thus the energy-value of the orbit which the 
valence-electron normally inhabits is equal to the ionizing-potential of the atom, 
when it is expressed in appropriate units and its sign reversed. The practical ad- 


vantages of this convention are so great that we endure its annoving and confusing 
consequence of making all the energy-values of non-ionized atoms negative. 


2 The existence of this series was anticipated long before Bohr's interpretation of 
the Balmer series, being suggested by the form of the series itself. 
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Helium follows hydrogen in the procession of elements. [ts spec- 


trum includes several line-series. The frequencies of the tirst four 


members of one of these series, the principal series of the singlet on 
parhelium spectrum, are as follows (all the numbers in the successions 


D, E, G, and should be multiplied by 10" 
(1D) 1.457, 5.981, 7.567, 8.300 


Subtracting each from the frequency of the series-limit, which is 
9.609, we obtain the succession of numbers 


(E) (9.609—8.152), (9.609 —3.628), (9.609 — 2.042). (9.600 — 1.300 


which suggests a succession of orbits, having the following consecutive 


3 


energy values": 


(F) —9.609h, —S.152h, —3.628h, —2.042h, L.300/, 


The consecutive frequencies of this series are emitted when the valence- 
electron falls from the second, third and consecutive orbits of this 
succession into the first one. One would suppose that the valence- 
electron normally abides in this first orbit. But if this were so the 
energy required to ionize the atom would be 9.6092. 10", equivalent to 
3.96 volts; and waves of the frequencies given by (1) could displace 
the electron and be absorbed thereby. But the ionizing-potential 
of the atom is about 25 volts and the frequencies (2) do not appear as 
dark lines in the absorption-spectrum of helium. Therefore there 
must be still another orbit much deeper down, with a much higher 
(negative) energy-value, than any listed under (Ff). In 1921 22 
Lyman discovered (with his highly-curved grating and shortened 
light-path, and pumping arrangement for keeping the pressure low 
a new series of lines of wave-lengths 5S4.4A, 537.1A, 522.34 and 
515.74. Their frequencies are 


(G) 51.34, 55.85, 57.44, 58.18 
which may be written as the succession of numbers 
(H) (59.49—8.15), (59.49—3.64), (59.49—2.05), (59.49—1.31 


Comparing these with the succession (F.) we recognize the same set of 
subtrahends," and accordingly identify the common quantity 5949-10" 


3It is customary to designate the orbits by their energy-values divided by 
or 19.68+ 10°", 

“It would not be necessary to call attention to this if we could calculate the 
frequency of the series-limit, which would give the energy-value of the new orbit 
immediately; but the four discovered lines are hardly sutticient for such an extra 
polation (there are fourteen of the other series to use for calculating its limit 
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as —1/h times the energy-value of an additional orbit. If this orbit 
is the permanent home of the valence-electron, the energy required 
to ionize the atom must be +59.49h-10", equivalent to 24.5 volts. 
When the new lines were discovered, the accepted value was 25.3 
volts, largely because of a certain measurement by Franck. After 
the publication of Lyman’s discovery, Franck re-examined his method 
and data and found them compatible with the value 24.5 volts; and 
very recently C. A. Mackay has ascertained that the ionizing-potential 
of helium is 14.1 volts greater than that of mercury, which ts quite 
definitely known to be 10.4.) One could hardly desire a better illus- 
tration of the confluence of measured values of the energies of atoms 
and measured values of their radiation-frequencies, when both are 
interpreted according to the contemporary theory of radiation. 

These newly-discovered waves must be the shortest in the spectrum 
of helium; the atom cannot emit a ray of wave-length less than the 
series-limit 504A, calculated by the equation 


hv =hc/X=energy-value of the deep-lying orbit =59.49+ 


Thev are much shorter than the waves of the Lyman series of hydrogen, 
which Bohr’s theory, together with the observed value of ionizing- 
potential of atomic hydrogen, justify us in declaring to be the shortest 
waves emitted by that atom. Furthermore, it is almost certain that 
they are shorter than any waves for which the valence-electron of 
any atom is responsible; for the ionizing-potential of helium is greater 
than any other measured ionizing-potential, and there is no reason to 
believe that any of the vet unmeasured ones exceed it. Its nearest 
rivals are the ionizing-potentials of the inert gases which share the 
last column of the periodic table. The experimentalists have not 
agreed very well in their estimates of these, although all agree that 
the values are comparatively high. Hertz, the latest to make measure- 
ments upon neon and argon, gives 21.5 volts for the first and 15.3 
volts for the second. Both, therefore, should emit some rays lying 
below 1200A, but above 575A and SOOA, respectively, and resulting 
from transitions of the valence-electron. Dejardin gives 12.7 volts for 
the ionizing-potential of krypton and very lately 10.9 volts for that of 
xenon. In the other columns of the periodic table, the values of 
ionizing-potential are prevailingly lower than in the column of inert 
gases. The value 104 volts (for mercury) is the highest among 


the metals; several of the non-metallic elements appear to have 
ionizing-potentials between 12 and 17 volts, but for some of these 
it is difficult to tell whether the observed value pertains to the atom 
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or to a molecule. The experimental material is abundant® enough 
to give practical certainty that ‘“‘valence-electron rays’? below LOOOA 
occur in the spectra of only a few elements, and below 500A in none 

Nevertheless, Millikan and Bowen, photographing the spectra of 
all of the first twenty elements (neon and argon excluded, and chro- 
mium and copper added) down to the extremity of the region ac- 
cessible with the concave grating, discovered great numbers of lines, 
of which they attribute dozens or scores to particular elements (for 
example, some forty lines ascribed to potassium, though its ionizing- 
potential of four volts corresponds to a minimum wave-length exceed- 
ing 2500A). Some of these may be lines of compound origin, resulting 
from two simultaneous changes in the electron-svstem of the atom, 
one being a transition of the valence-electron and the other a re- 
arrangement of the other electrons. (Saunders mentions such lines 
in the spectra of elements of the second column of the table.) Others 
are due to rearrangements of internal electrons following upon a dis- 
placement of one of these. Many others are attributed to displace 
ments of the valence-electrons of ionized atoms. Of this new tield 
of research, the spectroscopy of ionized atoms, | wrote brietly in the 
first article of this series. In the more easily accessible regions of 
the spectrum, Paschen had discovered rays of doubly-ionized aluminium 
and Fowler ravs of trebly-ionized silicon.” Millikan and Bowen go a 
step further by :dentifving certain rays of quadruply-ionized) phos 
phorus; indeed they believe that, under the violent excitation provided 
by their vacuum-spark, the waves emitted by atoms which have lost 
all but one of the electrons from their outermost electron-shells (the 
three just specified are in this state) are especially abundant and 
intense. 

In the periodic table of Fig. 3 the ionizing-potentials of the elements are given 


along with their atomic numbers. Overlined figures are values calculated from 


series-limits and confirmed by direct experiment; starred values are data of experi 


ment, for elements of which the series have not been worked out; the remaining 


values are calculated from series-limits and have not been verified Phe data are 
from the cited sources, from Foote and Mohler, and from Saunders’ graphic tabula 
tion (Scrence, volume 56, pp. 50-51, January 18, 1924 Interesting variations 


with atomic number are observed which vield bases for estimating the values for 
still other elements by interpolations. 


“Tt might be mentioned that the spectrum of silicon was first selected for in 


vestigation on account of its astrophysical interest Phe lines representing su 

cessive stages of ionization of this element appear tn stars which there is every 
reason to believe are at successively higher temperatures Phe complete series 
data for the four spectra |trebly,- doubly-, once- and non-ionized atoms! and the 
ionization-potentials deduced from them, may be expected to find an important 
application in fixing the scale of stellar temperatures . \ll the series predicted u 
these four! spectra of silicon; in the spectra ot doubly , once-, and non-ionize 


aluminum, of once-ionized and neutral magnesium, and of neutral sodium, have 
been actually produced and have been found to have the character and constants 
expected.’’—A. FOWLER. 


‘ 


282 BELL SYSTEM TECHNICAL JOURNAL 


The “valence-electron”’ rays emitted by ionized atoms should lie 
at lesser wave-lengths (roughly !4 as great) than the valence-electron 
rays of neutral atoms, and therefore should be particularly at home 
in the region newly opened to exploration. The highest frequencies 
emitted by the ionized-helium atom are perfectly calculable from 
Bohr’s theory; they are the frequencies of the Lyman series, quad- 
rupled, and the wave-lengths therefore lie between 304A and 230A. 
They have not been reported, but Lyman in 1919 observed two lines 
in the spectrum of violently-excited helium, near the positions 1214.9 
and 1640.1A calculated for the first and third lines of the next helium 
series (having the frequencies of the Balmer series, quadrupled). The 
place of the second member of the series was obscured by an alien line. 


det 


Fig. 4--Spectrum of a vacuum spark between carbon electrodes. (Astrophysical 
Journal. ) 


The once-ionized lithium atom, judging from the example of neutral 
helium, should display higher frequencies than any other once-ionized 
atom, and they should be arranged in recognizable series, somewhere 
near the extreme limit of the explorable range as it stands at this 
moment. They have not, however, been reported; Millikan says 
that his plates show no lithium lines of any sort from 1700A down 
at least to 870A, if not farther. 

As an example of a spectrum extending far into the newly-con- 
quered field, a plate representing the spectrum of a vacuum spark 
between carbon electrodes is reproduced from one of Millikan’s 


articles as Fig. 4. The actual spectrum is in the middle; it is drawn 
out for better intelligibility, at the side. Most of the marked lines, 
including the extreme line at 360.5A and the strongest line at 1335A, 
are attributed to carbon; some to other elements, particularly the 
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one at 1215.7 which is the first line of the Lyman series of hvdro 
The interpretation of spectra like this is not a simple matter of puttin 
electrodes of the desired substance into the tube and aserib ny to it 
all the lines which come out on the plate. Tt appears that impurities, 
even when present in what might be considered small proportions, 
contribute their own rays to the spectrum in great abundance and 
intensity. Millikan found that all the lines present in the spectrum 
of the vacuum spark between magnesium electrodes were also present 
when aluminium electrodes were used, and vice versa, and finally 
assigned them all to oxvgen. Lyman found it extremely difficult: to 
decide which lines belong to hydrogen and which to helium, since the 
spectra of glow-discharges in these gases have so many lines in common 
Helium has a pronounced habit of encouraging excitation of the ravs 
of whatever other gases are mixed with it, since the helium atoms 
require so much energy to displace their valence-electrons that free 
electrons shot into helium gas are lable to bounce harmlessly from 
one helium atom to another until they strike and excite an atom 
of another variety. Even if one can be sure that all the rays in a 
spectrum belong to a single element there remains the problem of 
assigning them to neutral or variously-ionized atoms. It is clear 
that the completion of the spectroscopist’s task is deferred by this 
extension of it to what the Germans call the unforeseeable time. 

We return to the consideration of the lacuna in the spectrum, which 
extends from 13A up to a boundary which by the use of high vacua, 
concave gratings, and violent excitations, has been forced from 1200A 
down to 136A.) This wave-length I36A stands for the moment as 
the lowest which has ever been actually measured with the ruled 
grating; and in spite of the unexpected and fortunate adequacy of 
the instrument down even to this point, litthe more can be demanded 
from it. The reason is, that the substance on which the rulings are 
made must eventually cease to reflect the rays on account of its own 
looseness of texture. Being a congeries of atoms themselves separated 
by finite distances, the metal will not behave as a continuum towards 
waves of a length not very large compared to its own atomic spacing 
Below 138A waves are not reflected. Little is known of the rate at 
which the retlecting-power dwindles away to zero between 136A and 
13A and this littl we owe again to Holweck. He directed a beam of 
radiation (it was a mixed beam, as was previously made clear, and the 
wave-length-value is merely the minimum wave-length in it) against a 
polished bronze mirror at the very oblique incidence of T3.°S; the 
reflected beam had one-third the intensity of the incident beam ai 
wave-length 123A (practically the extreme wave-length ot Millikan’s 
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experiments), but only 10°) at 60A and only 8% at 40A. The per- 
formance was much better at a still more oblique incidence; on the 
other hand Holweck thinks that it gets rapidly worse as the incidence 
is made more nearly normal, and if this is true the outlook for the 
concave grating, with its condition of almost normally-incident light, 
is most unpromising. 

Below the boundary 113A, the atomic constitution of solid) sub- 
stances turns from a hindrance into an advantage, and crystals serve 
as natural diffraction-gratings of incomparable fineness—too fine, 
indeed, for our convenience in this part of the spectrum, since the 
boundary is fixed by the smallness of the distance d between suc- 
cessive layers of atoms in the diffraction-grating. Rocksalt, one of the 
standard crystals, for which d=2.S8I4A, has been used successfully 
up at least to 4A (by Fricke) and the rest of the way to 183A has been 
explored with crystals of gypsum (d=7.58A) or sugar (d=10.56A); 
in this region it was necessary to evacuate the light-path, precisely 
as in the region beyond 186A.) The only possibility of a new advance 
depends on the utilization of crystals of still greater inter-atomic 
spacings. Holweck mentions a crystal with a formidable name, for 
which d=19A, and de Broglie and Friedel found that the oleates of 
sodium, potassium and ammonium presented spacings of the order of 
10OA between consecutive molecule-layers. If these substances can be 
adapted for use in crystal spectographs, the boundary of the explored 
region may be pushed far beyond its present place. It may be found, 
however, that the crystal absorbs the rays before they go deeply 
enough to be diffracted. 

As for the region between 13A and 136A, no one has ever measured 
the wave-length of a radiation lying within it; but there is a method 
which indicates the existence and something about the wave-lengths 
of rays which almost certainly belong in it. In applying this method 
the photographic plate is replaced by a metal electrode (usually of 
platinum) which, when irradiated by rays of any wave-length (less 
than a certain critical one which always lies far above this range) 
emits electrons. For this reason it is often known as the photoelectric 
method, although the substitution of one kind of receiver for another 
is not its most distinctive characteristic. A target made of the sub- 
stance to be studied is sealed into a tube, opposite a source of electrons 
(generally a filament for thermionic emission); the photosensitive 
electrode is placed somewhere in the tube where whatever rays are 
excited at the surface of the target will fall directly upon it. It is all- 
important to protect this electrode from electrons and ions, negative 


or positive, proceeding from target, filament, or anywhere else. 
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Usually the electrode is screened by a family ot Lauzes, with thei 
potentials adjusted as is indicated in Fig. 5 (with the paths of intruding 
ions of both signs, including those excited from the outer gauzes 
themselves, mapped out to show how they are rebuffed). Naturally 
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Figs. 5 and 6—Horton’s apparatus for determining excitation-potentials by the 
“photoelectric method.’ Philosophical Magazine 


the arrangement of potentials in front of the electrode must be such 
that the emitted electrons are all drawn away from it, not driven 
back onto it. The rate of emission of electrons, the photoelectric 
current, may be measured with an electrometer connected either to the 
sensitive electrode or to a gauze so placed as to gather in all the 
electrons emitted from it. Figs. 5 and 6, the latter of which shows a 
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completely equipped tube with filament at #, a row of targets which 
can be moved consecutively into place at 7’, and the photosensitive 
electrode at Ll with its gauze shields in front of it, come from the work 
of Horton, Andrewes and Davies. A tube designed and used by 
Ie. HE. Kurth is shown in Fig. 7; the filament is seen in perspective at 
C, the target at 7, and the sensitive dise at ); the family of diverging 
straight lines represents a set of metal laminae, which being charged 


- 1000) Kit 
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Fig. 7-—Kurth’s apparatus for determining excitation-potentials. (Physical Review.) 


alternately to potentials 0 and +135 volts gather in any ions which 
start up towards the disc. The method can also be adapted to gases, 
and this application has an interesting and important history; but 
as nearly all the data respecting gases refer to wave-lengths superior 
to 1200A, they fall out of the province of this discourse. Foote and 
Mohler, however, penetrated to 26A with the apparatus of Fig. 8, 


filled with oxvgen. The filament is at A; the electron-accelerating 
voltage Vis applied between 4A and the gauze B, so that the target 
is essentially a thin laver of gas enveloping B; the photosensitive 
electrode is the gauze C, the photoelectric current from which is 
gathered in by the plate ) (screened against positive tons by its high 


potential). 
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The art of detecting radiations by this method consists in giving 


various values to the “bombarding voltage’ Vo between target and 
filament, which is the measure of the energy of the electrons impinging 
on the target; measuring the photoelectric current 7, which is the 


measure of the INtENSIEN of the ravs;: plotting Lol better the ratio of 2 
to the current of bombarding electrons) versus IV: and examining the 


curve. to see whether it displays sudden changes ot slope If it does, 
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Fig. Pa) Mohler and Foote's apparatus tor deter: ining excitation-potentials 
gases and Vapours Bulletin of the Bureau of 


one infers that at the corresponding voltages new radiations suddenly 
burst forth. The method therefore consists in finding critical bom- 


barding-voltages, that is, critical electron energies which just suffice 


to excite particular sorts of radiation; it is a method for discovering 
CXC ttation-potentials. Three excellent instances of such abt upt hanges 


in slope, or breaks as they are frequently called, appear in the (7, J 
curve determined with an aluminium target by Horton and his as- 


~ 


sociates (Fig. 9). Very many such curves appear in the literature, 
with more or less conspicuous breaks; some are as striking as these 
in the figures, some require a good deal of care and experience to locate 


them properly, and some, one is driven to conclude, are visible only 


to the eve of faith. But it is hardly possible to doubt that such a 
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corner as the three here reproduced marks the entrée en 
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But a determination of an excitation-potential is not a measurement 
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ELECTRON ENERGY VOLTS 
Fig. 9—Breaks in a_ photoelectric-current curve indicating excitation-potentials: 
(Philosophical Magazine.) 


of the wave-lengths of the excited rays; and while it is supposed that 
excitation-potentials between 1000 volts and 100 volts are associated 
with rays of wave-lengths between 12A and 123A, this is merely a 
supposition.’ We require a theoretical relation between excitation- 

Tt is clear from this account that the photosensitive disc might be replaced by a 
photographic plate, on which the opacity due to the rays produced by consecutive 
values of V could be measured; or by an tonization-chamber, in which the ionization- 
currents could be measured. It is equally clear that neither method would be 
so suitable tor detecting slight discontinuities in rate of increase of radiant energy 


with increase of |. However, both methods are used at higher frequencies, where 
by dispersion of the waves a discontinuity in the intensity at a single wave-length is 


made more conspicuous. 

* This is the best place to remark that electrons of voltage V bombarding a solid, 
in addition to exciting (if V is high enough) rays charac teristic of the bombarded 
atoms, excite also a continuous spectrum of rays of all frequencies up to a maximum 
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potentials and excited frequencies. The question is of high import 
ance, not simply because we are interested to know whether some of 
the excited rays really lie in the hitherto unpenetrated range, but 
primarily because excitation and emission are among the fundamental 
qualities of atoms. Excitation-potentials exceeding 1000 volts 
generally produce rays of which the wave-lengths are less than 12.\ 
and can be measured with the crystal spectrograph, so that a rule o# 
law can be deduced from the two sets of measurements. Excitation 
potentials inferior to 25 volts generally produce rays of which the 


wave-lengths are greater than 500A and can be measured with optic: 


apparatus, and again a law can be deduced from the two sets of data 
But the law is not the same in the two cases; this is because excita- 
tion, in the former case, consists in displacing a deep-lving electron, 
while in the latter case it consists in a displacement of the valence- 
electron. We are forced to the disconcerting conclusions that excita- 
tion-potentials between 1000 volts and 25 volts involve electrons of 
an intermediate type, and that the still-unverifiable law connecting 
them with the frequencies of their excited rays is not identical with 
either of the laws in the accessible regions of the spectrum. f 
f the 


valence-electron is twofold. Each atom has at least two such excita- 


The law for excitation-potentials involving displacements ¢ 


tion-potentials. One of them is its ionizing-potential. When the 
accelerating-voltage of. an electron-stream playing against a multi- 
tude of free atoms forming a gas is raised just past the value Vj at 
which an individual electron has just enough energy to remove the 
valence-electron of an atom, there is an outburst of radiation. This 
comprises rays of many frequencies probably all those which we 
have called valence-electron rays--and they are emitted as the 
valence-electrons descend step-by-step along their ladders of orbits 
All these frequencies conform to the relation 


(1) hv<eVi. 


The other excitation-potential is the resonance potential of the atom 


(there may be more than one of these"). When the accelerating- 
equal to el’,hk. The heterogeneous beams used by Holweck in the experiments 
previously cited consisted chietly, if not entirely, of this continuous spectrum. All the 


excitation-potentials mentioned in these pages, however, relate to individual rays or 
groups of individual ravs characteristic of atoms. 

"! This question is still incompletely solved, in spite of much labor At one time 
it Was supposed that the valence elec tron could be raised either wtovether out of the 
atom, or else to the deepest-lving of the transient-sojourn orbits (or to either of the 
two deepest-lving orbits, if there are two complete families of orbits such as the 
mercury atom possesses); but not to any of the other transient-sojourn or ‘virtual’ 
orbits. This restriction would apply only to displacements caused by impinging 
electrons; quanta of appropriate frequencies can lift the valence-electron to any of 
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voltage of the electron-stream is raised just past the value V, at 
which the individual electron has just enough energy to raise the 
valence-electron from its normal to one of its transient-sojourn orbits, 
there is an outburst of radiation. This comprises ravs of a single 
frequency, emitted when the valence-electrons return in single leaps 
from the orbits to which they were momentarily raised to the orbits of 
their normal habitation. This frequeney conforms to the relation: 


(2 hv=eV,. 


The law for excitation-potentials involving displacements of deep- 
Iving electrons bears a certain resemblance to the first of the fore- 
going laws. When the accelerating-voltage of an electron-stream 
plaving against a multitude of atoms assembled in a solid or liquid 
is raised just past the value VT at which an individual electron has 
just enough energy to extract a certain deep-lving electron, say a 
AK-electron, there is an outburst of radiation comprising many. fre- 
quencies, all conforming to a relation resembling (1), to wit: 


(3) hv<evVe. 


But it would be misleading to assume that the processes resulting 
in (1) and in (3) are identical. In the first place, it is not certain that 
the deep-lving electron need be completely extracted, Suppose it 
possessed a set of transient-sojourn orbits in) the outskirts of the 
atom, their energy-values differing from one another and from that 
of the “orbit at infinity’ (the state in which the electron is quite 
detached) by amounts less than the 25 volts which is the maximum 
difference between the energy-values of any valence-electron. Then 
there might be several excitation-potentials, differing from one another 
by 25 volts at most; but this ditference would be so inconsiderable a 
fraction of the value of the extraction-potential V,, which ranges 
from more than 100,000 volts for the A-electrons of uranium to about 
1100 volts for those of neon, that they would be dithcult to dis- 
tinguish. Indications of multiple excitation-potentials have, how- 


an immense number of orbits of a certain set, but not to transient-sojourn orbits 
of certain other sets. Lately it has been affirmed that impinging electrons of the 
right energy can lift the valence-clectron to any one at all of its transient-sojourn 
orbits, even those to which it cannot be lifted by quanta; but this rule, if it is the 
true one, has not vet been illustrated by any extensive sct of experimental data, 
though Hertz has lately intimated in a brief note that he has assembled such a set 


by experiments on helium. Franck and Knipping detected excitation-potentials 


corresponding to the lifting of the valence-electron of helium from its normal orbit 
to several distinct P-orbits; but [ gather from a later paper by Franck that nobody 
has been able to reproduce the result. Olmstead and Compton discerned excitation 
potentials corresponding to the lifting of the electron of hydrogen from its normal 
orbit to each of the next six transient-sojourn. orbits. 
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ever, been discerned in the “tine structure” of the A absorption-edges 
of the lighter elements (notably the elements from sodium to potas 
sium). In the second place, the process of emission is different in 
the two cases described by equations (1) and (3 In the former 
case, the ravs were emitted as the valence-electron (or another re 
placing it, which comes to the same thing) redescended its ladder of 
orbits; but when a deep-lving electron is extracted, the resu 
ravs are emitted because of rearrangements of the other internal 
electrons of the atomic electron-svstem, which occur irrespective of 
whether the departed electron quickly returns to the atom, or remains 
a long time away. 

I will now risk the making of a distinction which may eventually 
turn out not to be the most natural or practical, by reserving the 
name deep-lying electrons for those electrons which lie entirely within 
at least one completed electron-shell of an atom, and designating 
the others (exclusive of the valence-electron, which has already been 
set apart from the rest) as the shallow-lying electrons. It follows from 
this definition that the first nine atoms of the periodic table, up to 
fluorine (inclusive) possess only shallow-lving electrons; the next 


eight (.Ve to Cl) have one set of deep-lving electrons, the Ao set; the 


next eighteen (4 to Br) have at least four sets of deep-lving electrons, 
the K set and three L-sets (the last three can be grouped as one It 


follows also that every instance in which an excitation-potential has 
been measured, and the wave-lengths of the excited ravs have also 
separately been measured, is an instance in which a deep-lving electron 
is involved. For example, the excitation-potentials involving extrac- 


tion of the AK-electrons have been measured from the top of the 


} 


periodic table down to the twelfth element (.1/¢), over which range 


they decline from 115,000 volts to 1100 volts; the excited waves 
have been measured over the same range and down to the eleventh 
element (Na), over which range they rise (for the principal ray) from 
LOA to LISSA. At this point, and just before the A-clectrons pass over 
into the category of shallow-lving electrons at the ninth element, the 
wave-lengths enter into the inaccessible range. The wave-lengths of 
the rays excited when one of the L electrons is displaced have been 
measured from the top of the table down to the twenty-ninth element 
(Cu) where, arriving at 13.3A, they too pass into the immeasurable 
class. 

The general consequence of all this is, that the excitation-potentials 
involving shallow-lying electrons must be below 1000) volts; that, 
conversely, the excitation-potentials observed between 25 volts and 
1000 volts are chiefly those of excitations which consist in displace 
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ments of shallow-lving electrons; and finally, that the wave-lengths of 
the excited rays lie below 13A, many of them in the inaccessible range, 
some in the range newly opened to exploration. This is a most un- 
fortunate coircidence, for instead of being able to apply laws which 
prevail in other ranges to compensate for our inability to measure 
wave-lengths in this range, we have to expect distinct laws within 
it. Must shallow lying electrons be extracted altogether from the 
atom if they are to be displaced at all or have they certain transient 
sojourn orbits to some or all of which they may be raised by electron- 
impacts? Do the emitted rays result from a step-by-step return 
of the displaced electron? or from a return in a single leap? or from 
a rearrangement of the remaining electrons? or from a compounding 
of changes of the two latter types? So long as the emitted wave- 
lengths are not measured, these questions cannot be answered with 
confidence. 

Some little can be inferred from numerical relations among excita- 
tion-potentials. MeLennan and Clark, for example, observed three 
excitation-potentials of lithium, at 37.0, 31.8 and 12.0 volts. The 
first two of these voltages stand nearly in the ratio of the first two 
frequencies of the Lyman series in the hydrogen spectrum, which 
suggested to the discoverers that the processes involved in the excita- 
tions were the raising of a K-electron to the first and second of a 
pair of transient-sojourn orbits, standing in the same relation to the 
normal orbit of the A-electron as the orbits of energy-values — Rh 4 
and —Rh/9 stand to the normal orbit of energy-value — Rh in the 
hydrogen atom. That is to say, they conceive these excitation- 
potentials to be comparable to resonance-potentials, and the K- 
electron of lithium to behave like a valence-electron. They also 
found excitation-potentials of beryllium at 20.3 and 16.0, and_ of 
boron at 27.92 and 23.45. The ratio of each pair of numbers is about 
equal to the ratio of the first two frequencies of the Balmer-series, 
suggesting that these are resonance-pe‘e tials of an L-electron; the 
details of the analogy may be left to tne reader to work out. Each 
of the latter elements displayed additional higher potentials, to be 
associated with the A-electrons.  Rollefson lately discovered seven 
excitation-potentials of iron in the range between 160 and 264 volts, 
expressible by a formula (a—b n°) if the integer values 5, 6, 7, 8, 9, 10 
and 12 are successively given to”. If these seven potentials corre- 
spond to elevations of a certain shallow-lying electron to seven tran- 
sient-sojourn orbits, the extraction-potential for this electron can be 


calculated by an extrapolation (so also in the cases cited from Me- 
Lennan and Clark). Rollefson interprets certain other excitation- 
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potentials as corresponding to elevations of certain deep-lving ele: 
trons to transient-sojourn orbits. 

Some assistance in identifving the excitation-potentials of the i 
atoms can be obtained by plotting the recognized excitation-potentials 
of the heavier atoms, and also the frequencies of the ravs excited: 
plotting curves representing them as functions of atomic number; 
and extrapolating the curves into the range of low atomic numbers 
The best procedure ts to plot the square roots of the excitation-po- 
tentials and the emission-frequencies, as then the curves are nearly 
straight lines (Moselev’s law). Some of these lines are shown in 


w 


Fig. 10 —Curves representing square s of emission-frequencies of heavier atoms 
as functions of atomic number. (Physical Revi 


Fig. 10 (from Kurth). Since the atomic numbers are laid off (contrary 
to usage) along the axis of ordinates, the lowest-lving line represents 
the highest recognized emission-frequencies (the A3 and Ay tre- 
quencies, which actually are slightly different, but are not indicated 
separately upon the graph). The next line, marked Ka, represents 
another particular emission-frequency. Excitation is the same for 
every ray of this group, and consists in extracting one of the deepest- 
lving or K electrons of the atom; and the excitation-potential for the 


TR—90 
80 
Ov im 5 10 25 = 


294 BELL SYSTEM TECHNICAL JOURNAL 


entire group, the A’ excitation-potential, is also represented by a 
straight line, the A line, which may be taken as coincident with the 
lowest-lying line in the graph, provided that we translate frequencies 
into potentials by the relation V=hv/e (both frequencies and 
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Fig. 11—Excitation-potentials of light elements, correlated with displacements 
of AK electrons. (Cf. footnote 20.) 


potentials are laid off along the axis of abscissae). This A line, it 
must be realized, extends the whole way from atomic number 92 
to atomic number 12. 

The circles upon the graph represent excitation-potentials inferior 
to 1000 volts, observed by Kurth. Three of these lie very close to 
the downward prolongation of the AK line; the almost inevitable 
inference is, that in these three cases the excitation consists in the 
extraction of one of the electrons nearest the nucleus. The others 
lie so much above the extended K-line that they must belong to a 
distinct class. Many additional measurements have been made 
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since this graph was published, and in Fig. 11 I have set down all the 
experimental values known tu me which have been given for excita- 
tion-potentials of the first eight elements, omitting those which are 
so small that they obviously do not belong to the K class.’ The 
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Fig. 12 —Emission-frequencies of heavier and excitation a enti ils of lighter elements, 
correlated with Z electrons. (Proceedings of the Royal S 


20 The data are from various sources, as follows. The dots for hydrogen and 
helium represent the observed ionization and resonance potentials of these atoms 
The dots for Be, B, C, Nand O are at values of excitation-potentials given by Mohler 
and Foote from experiments on gaseous compounds of these atoms. All the other 
data except Holweck’s are values of excitation-potentials for solids. The crosses 
for Li and Be stand for the excitation-potentials observed by Melennan, the circles 
for the extraction-potentials of the A electrons which they infer from these data 


The cross for B represents three values lying so close together as to be indistinguish 
able (from McLennan, Hughes, and Holtsmark) and the cross for C also three 
coincident values (Kurth, Richardson and Bazzoni, Holweck’. The circle for B 


is at the potential corresponding to a discontinuity in absorption, observed by 
Holweck. The triangle for C is a value observed by Hughes, and the cross for O a 
value from Kurth (obtained with oxidized copper). No data for F or Ne are avail 
able. At Na measurements on the wave-length of Ka and at MWe measurements 
on the K absorption-edge commence. 
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lower of the continuous straight lines coming downward from the right 
is the prolongation of the A line from the heavier cements downward ; 
the upper is the prolongation of the Ka line. The fact that these inter- 
sect proves that linear extrapolation from the range of heavier atoms 
is unjustifiable. 

Reverting to the graph in Fig. 10, the problem of properly extra- 
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Fig. 13-—Excitation-potentials correlated with Vf electrons. (Philosophical 
Magazine. 


polating the L and M curves is clearly not so simple as it was for the 
K curve; since they extend over shorter segments and do not come so 
far down into the range of light elements. In Fig. 12 (from McLennan 
and Clark) the circles for the elements from number 3 to number 17 
represent observed excitation-potentials which they attribute to 
displacements of L electrons; those for the elements from number 30 
to number 69 represent the highest and the lowest recorded emission- 
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frequencies of the L-series for these elements, frequency being trans- 
lated into equivalent voltage by the same relation as above. As 
for the excitation-potentials of the heavier elements, few measure- 
ments on potentials of the L class have been made, and very few 
indeed upon potentials of the J/ class—not nearly enough for an 
extrapolation. The deficiency is partially compensated by calcu- 
lating the Z and excitation-p tentials from the A, L and M emission- 
frequencies—an elaborate process, requiring a good deal of care in 
measuring and properly interpreting the various emitted rays. In 
this manner the potentials for the group of five J levels have been 
estimated for the various elements from the ninety-second down to 
the fortieth, and Horton has attempted to link onto them certain 
excitation-potentials which he and others observed when bombarding 
elements between number 20 and number 30 with electrons (Fig. 13 
The curves must be supposed to bend, somewhere between the thirtieth 
and the fortieth elements; it is in this region that the VW electrons 
pass from the status of deep-lying to the status of shallow-lying 
electrons. The excitations and emissions involving the shallow- 
lying electrons of the heavy atoms form a complicated system, of 
which the study has scarcely been begun, and will certainly prove 
perplexing. When research in this field is completed, each of the 
excitation-potentials and each of the emission-frequencies of every 
kind of atom will be entered upon curves, each of the curves corre- 
sponding to a definite and detinitely-pictured process of rearrange- 
ment in the atomic electron-svstem, and extending over all the atoms 
of the periodic table which can be theatres of that process. This 
achievement may be reserved for a later generation. 
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An Electrical Frequency Analyzer' 


By R. L. WEGEL and C. R. MOORE 


Synopsis: An apparatus has been developed by means of which it 
is possible to measure and obtain a permanent record of the frequency 
components of an electric current wave. The device has two frequency ran- 
ges: 20 to 1250 cycles and 80 to 5000 cycles; the amount of power required 
does not in general exceed 500 microwatts; and the time necessary for 
making a record is about 5 minutes. An attachment is provided which 
permits of the making of simultaneous harmonic analyses of two complex 
waves in the same length of time. 

In principle, the process consists in feeding the complex wave to be 
analyzed into a selective network, the essential feature of which is a 
sharply tuned circuit whose frequency of tuning is controlled by varying 
the capacitance in small steps with a pneumatic apparatus similar to 
that in a player piano. A maximum of response of the circuit occurs at 
each frequency of tuning which coincides with a component of the com 
plex wave. An automatic photographic recorder of the response to each 
frequency of tuning is provided by means of which the frequency and 
magnitude of each component of the complex wave may be cbtained 
For convenience of operation, an automatic control apparatus is pro 

vided, so that it is only necessary to connect the complex source or sources 
to be analyzed and press a starting button. The completed record of the 
analysis is delivered after the machine has passed through the entire range 
of frequencies 

The application has so far been principally to problems in the com- 
munication field such as the analysis of performance and distortion at 
audio frequencies of vacuum tube and mechanical oscillators and amy li 
filers, analysis of complex telephone waves and speech sounds, and the 
effect on a complex wave of transmission through electrical and acoustic 
apparatus. In the power field many applications are obvious, such as 
for example, quantitative comparison as to frequency content of the 
voltage and current supplied to and delivered by transformers, voltage 
and magnetic flux studies in generators and motors, commutation, and 
the effect of wave-shapes in power transmission line problems and con 
trol apparatus. 


INTRODUCTION 


HE harmonic analyzer described in this paper consists of a 

variable tuned circuit into which the complex current wave 
to be analyzed is introduced, and an automatic recording apparatus 
to register its response as the frequency of tuning is changed. 

The first recorded use of a tuned circuit as an analyzer was by 
Pupin in 1894.2 He analyzed power waves by measuring the response 
of circuits tuned to each of the harmonic frequencies. It has been 
the practise for a number of years to determine the frequency char- 
acteristics of currents and voltages on power circuits and noise on 
telephone lines by means of a variable resonant circuit which includes 
a telephone receiver for listening. 

1 Presented at the Midwinter Convention of the A. I. E. E., Philadelphia, Pa., 
February 4-8, 1924. 
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During the recent war a rapid automatic method was developed 
for varying the tuning of a circuit in such an analyzer in connection 
with the analysis of sounds radiated by submarines. The analyze: 
described in this paper is in principle the same as this apparatus 
but includes such improvements as were found desirable by experience 
to increase the speed, dependability and convenience of use. The 
present apparatus is capable of recording the frequency and mag- 
nitude of each component in a complex wave between 20 and 1250 
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Fig. 1—Schematie Analyzer Circuit 


cycles or 80 and 5000 cycles in about five minutes. This analyzer 
does not measure the phase of the various components but has the 
advantage that the frequencies need not be simple multiples of the 
fundamental as is the case with graphical analyzers. With this 
apparatus it is possible to measure quite accurately component 
frequencies as close together as about fifteen cycles at the lower end 
of the range and about 200 cycles at the upper end of the range, and 
to detect components as close together as three to five cycles at the 
lower end and fifty cycles at the upper end of the range. 


PRINCIPLES OF OPERATION OF THE ANALYZER 


Fig. 1 is a schematic diagram of the essential elements of the 
analyzer circuit. The wave to be analyzed is introduced at the 
input terminals from which it passes to an input equalizing network 
and to the variable tuned circuit. The tuned circuit consists of a 
variable condenser of capacitance C and a coil whose inductance 
is L and resistance R. The value of the capacitance C is varied in 
small steps by an automatic device to be described in the next section. 


The inductance L consists of four identical windings on a toroidal 
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core which, by means of a switch, may be thrown in series or in 
parallel, thereby changing the value of the inductance in the ratio 
of 16 to 1. With the same range of capacitance values this change 
in inductance gives the two frequency ranges of tuning, 20-1250 
cycles and 80-5000 cycles. By means of the high-ratio  trans- 
former 7 the response of this circuit is applied to a vacuum tube 
amplifier-rectifier and registered by means of the recording meter 

This circuit arrangement will analyze a complex wave by virtue 
of the selective shunting of current by the tuned circuit from the 
input network. The impedance of the source of the complex wave 
is in practise maintained high in value at all frequencies compared 
to that of the input network so that the input wave-shape is inde- 
pendent of the small changes in impedance of the analyzer due to 
the varying of condenser C. The current fed into the analyzer trav- 
erses two paths, the input network and the tuned circuit. The 
impedances of these paths are respectively, 


(R, + jul JoC, 


Z = - 
R, + july; +] 
and Z=R +joL +1 Jul 


The transformer 7° introduces into the tuned circuit a small resistance 
and inductance, both of which are negligible. The input network 
impedance Z,; varies gradually from 0.4 ohms for direct current to 
about 10 ohms at 5000 cycles. The values of the elements are: 
R, = 0.4 ohms, L; = 0.075 milhenries, C; = about 15 microfarads. 
Impedance Z of the tuned circuit depends on the setting of the vari- 
able condenser C. The resistance R of the iron-core coil, varies 
with frequency; its values for the parallel connection are 0.7 ohms 
for direct current, 1.5 ohms at 2500 cycles and 4.2 ohms at 5000 cycles 
The value of the inductance L for the parallel connection is 23.4 
milhenries and is practically constant with change of frequency. 
For the series connection both R and L are sixteen times as great. 
The capacitance is varied from about 200 microfarads to about 
0.05 microfarads. It will be seen that for each capacitance value 
there is a frequency, f,=1/(27V LC), for which the tuned cir- 
cuit impedance, Z, is RK. For other frequencies Z is much greater 
due to the reactance. An incoming current of frequency f, is, there- 
fore, largely shunted through the tuned circuit while current of any 
other frequency passes through the input network. In this way 
if the capacitance C is varied gradually the tuned circuit will shunt 
selectively from the input network the successive components of 
the complex wave. 
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The special features of design of this analyzer circuit can be better 
explained by reference to a typical record made by the apparatus 
Fig. 2 is the record of analysis of the curreat from a buzzer which 
vibrates with a frequency slightly under 160 per second and gives 
an irregularly shaped wave which is shown in the accompanying 
oscillogram. In taking this record the windings of the tuning in- 
ductance were in parallel so as to give the frequency range S0-5000 
cycles. The vertical scale gives approximately the r.m.s. current 
in milliamperes at each frequency (as read on the horizontal scale) 
at which a peak occurs. It will be seen that a peak occurs at each 
multiple of the frequency of the buzzer. The r.m.s. values of input 
current at the corresponding frequencies as read from the peaks on 
the record are: 160, 1.6 milliamperes; 320, 1.6 milliamperes; 480, 
1.25 milliamperes; 640, 1.2. milliamperes; S00, 1.45 milliamperes; 
960, 1.25 milliamperes; 1120, 1.2) milliamperes; 1280, 1.1 milli- 
amperes; 1440, 1.05 milliamperes; 1600, 1.0 milliamperes; 1760, 
1.0 milliamperes; etc. The root square sum of all components 
shows that 4,7 milliamperes was the effective value of the complex 
current fed into the analyzer. 

The fact that the 80-5000 cycle records read directly the current 
at each frequency component is due to the special design of the 
input network. A small correction is still necessary but can be 
neglected except where maximum obtainable accuracy is desired. 
If the input network were a pure resistance the higher frequency 
components would produce relatively lower peaks because of the 
falling off of efficiency with frequency of the amplifier-rectitier cir- 
cuit and the increase in resistance of the tuning coil. The input 
network was designed empirically so that with constant input cur- 
rent the voltage drop across the input terminals increases with fre- 
quency in such a way as to compensate for these high-frequency 
losses. The tests to determine this were made by taking records 
of single frequencies of known amounts. 

It will be seen that the frequency scale is gradually contracted 
as the upper end of the record is approached. Owing to the in- 
crease in resistance of the coil with frequency, the sharpness of tuning 
of the analyzing circuit decreases with frequency. Each peak on 
the record corresponding to a single frequency is a plot of the res- 
onance curve of the variable tuned circuit. The sizes of the capa- 
citance steps are so adjusted that a sufficient number of points, 
necessary to trace a resonance peak at all frequencies, is recorded. 
The length of the record and the time required for an analysis are 
determined by the number of points needed. 
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When peaks on the record are so close together as to overlap 
greatly, the reading on the scale is untrustworthy. If, instead of 
a rectifier and direct-current meter, an alternating-current meter 
giving deflections proportional to total r.m.s. values, were used, 
it would be theoretically possible to determine the component fre- 
quencies and amplitudes making up any composite peak, provided 
the number of frequencies could be determined. This procedure, 
however, would be impracticable. An examination of the theory 
of the rectifier shows that the problem of separation of the com- 
ponents of a composite peak is in general indeterminate. The rec- 
tier however resolves adjacent peaks somewhat better than an 
alternating-current meter. 

The analyzer has been most used in the analysis of audio-fre- 
quency currents for which the higher frequency range, 80-5000 
cycles, is more useful. For the investigation of power problems the 
lower range would ordinarily be more suitable. In order to sim- 
plify the change from one trequency range to the other the tuning 
inductance only, is changed leaving the mechanism for varying the 
capacitance in steps the same for both ranges. Since the inductance 
change in going from the high to the low-frequency range is in the 
ratio 1:16 and the change in the frequency range 4:1, the abscissas 
on the low-frequency records have one-fourth the value of those on 
the high-frequency records. 

Since the smallest frequency divisions at the lower end of the 
high-frequency records are 20 cycles, these divisions on the low-fre- 
quency records are 5 cycles. There are, therefore, four times as 
many steps of tuning in the same frequency interval on the low as 
on the high-frequency record. The low-frequency record is  there- 
fore not of minimum practicable length. Since the same input 
network is used with the 20-1250 range as with the 80-5000 range, 
the low-frequency records are not direct reading in input current, 
but must be used with a calibration. Our use of the low-frequency 
range, however, has been so limited as not to justify the preparation 
of additional equipment for this use of the analyzer. 

The apparatus is equipped with a device which permits of making 
simultaneous analyses of two complex waves. The principal reason 
for making such double records is to reduce errors in comparing two 
sources which may vary with time. The device may also be used 
simply to save time. It operates by connecting alternately to the 
analyzer the two complex waves in such a way that the record for 
each wave is traced by points representing alternate tuning con- 


denser settings. 


AN ELECTRICAL FREQUENCY ANALYZI 
DESCRIPTION 
The mechanism of the analyzer is so designed that to take a record 
it is only necessary, after starting the amplifier and connecting to 
a 110-volt power source, to attach the leads from the source or sources 
to be analyzed and press a starting button. The completed record 
is then automatically delivered in about 5 minutes after which the 
apparatus returns to the starting condition ready to repeat the 
— 
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Fig. 3—Arrangement of Pneumatic and Electrical Apparatus 


operation. This is accomplished by means of pneumatic apparatus 
operating in conjunction with a photographic recording device. 

The pneumatic arrangement is a modification of a piano plaver 
mechanism in which a paper roll of standard dimensions ts used. 
By proper perforation of the roll special pneumatic relays are operated 
in proper sequence to switch the condensers of the tuned circuit, 
flash frequency lines on the record, stop the mechanism after a record 
has been completed, rewind the piano roll, and perform other func- 
tions necessary to leave the analyzer in the starting condition. — Elec- 
trical relays for switching the tuning condensers were not found prac- 
ticable on account of the disturbances induced into the analyzer circuit 

The photographic recording apparatus consists of the camera 
motor for moving the sensitized record paper at a constant rate 
proper arrangement of lenses and lamps for illuminating the mirror 
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galvanometer and tracing the scale and frequency lines, and suitable 
baths for developing and fixing the record. The record is drawn 
through the mechanism by means of two motor-driven rubber rollers, 
which also serve to remove excess solution. 

The development of the pneumatic switching apparatus was carried 
out with a view to making use of as many standard piano player 
parts as possible. However, it was found necessary to make some 
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modifications in method and apparatus; in particular a new pneu- 
matic motor element (air relay) for switching the condensers at the 
requisite speed had to be developed. 

Fig. 3 is a schematic drawing showing the principal features of 
the analyzer. In this drawing the vacuum pump is shown driven 
by an electric motor, and connected by means of pipes to the auxiliary 
and main headers and relays. This pump maintains in the headers 
an absolute pressure of about 4 or 5 th. per square inch. The player 
piano roll & operates the entire mechanism by passing over the 
tracker bar in the usual manner. The air motor and tracker bar 
equipment are substantially as supplied by the manufacturers except 
that the reversing mechanism is arranged to be operated electrically 
instead of by hand. 

The essential features of the air relay which was developed for 
this analyzer may be better understood by reference to Fig. 4. A 


cylindrical casting is arranged to mount two flexible diaphragms and 
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two end plates in such a way as to form at each end of the evlindes 
compartments, one side of each of which is a diaphragm. Wher 
assembled the two diaphragms face each other and are connected 
together by a circular spring made of steel strip. In use the two end 
compartments are partially evacuated thus causing the diaphragms 
to pull apart, straining the spring. When distended the diaphragms 
lie against the inner faces of the end plates which are shaped as 
shown. Obviously if air be allowed to enter either of the compart- 
ments the diaphragm belonging thereto will be pulled toward the 
other diaphragm by the spring. Passing through the circular spring 
is a lever pivoted at one end and carrving on the other end an insulated 
metallic sleeve. This lever is not attached in anv wav to either 
diaphragm and will of itself remain in position where last placed 
Switch points are mounted in such a way that the sleeve may be 
forced in or out between them by the action of the diaphragms 
This relay has proved very satisfactory in service and is particularly 
fast in its operation. 

Connections be;weer. the tracker bar, main header, and the pneu 
matic relays are made by means of rubber tubing. As shown in 
Fig. 3 each of these relays requires two rubber tubes leading to the 
main header and two from the header to the tracker bar. These 
tubes are connected to the header by means of stop cocks 1) so con- 
nected that the direct passage of air from tracker bar to relay is 
practically unobstructed but the passage leading from the junction 
to the header may be made as small as desired by turning the finger 
valve. As adjusted, the opening to the header is small compared 
to the size of the tubes so that if air be permitted to enter one of the 
tube lines (as at the tracker bar), the diaphragm of the relay asso- 
ciated therewith is immediately released. When the tube is closed 
again, the entrapped air is soon removed through the small opening 
leading to the header thus restoring the diaphragm to its original 
position. The relay lever, however, does not follow the diaphragm 

This arrangement possesses the advantage that small openings 
only are necessary in the player piano roll, and that the opening 
which connects a condenser into the circuit is not in line on the roll 
with the opening which disconnects this condenser. Also at the 
beginning of an analysis by suitable perforations in the roll all air 
relays can be set simultaneously in’ the off) position (condensers 
disconnected), thus making sure of the initial conditions. The 
apparatus is so designed that all the openings causing condenser 
circuits to close are on one side of the roll and those causing them 
to open are on the other side. 
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As before mentioned the tuned circuit is made up of inductance 
L, having some resistance R, and a bank of condensers designated 
by C. The function of the “Condenser Relays’ is to connect into 
the tuned circuit any one or any combination of the 25 fixed con- 
densers, thus tuning the circuit in small steps over a wide range of 
frequencies. The input is fed into this circuit as shown at A, and 
the degree of resonance, that is the response of the circuit at any 


a 
Fig. 5—View of Analyzer Ready for Use 
a—Input and tuned circuits d—Recording meter 
b —Amplifier-rectifier e—Control box 
c—Camera motor f —Starting button 


g —Reversing key 


particular frequency of tuning, is measured by means of the small 
transformer 7°, the amplifier-rectifier and the recordine meter. 

In addition to operating the tuned circuit a few of the air relays 
are used to operate the control circuits, mark frequency lines on the 
chart, ete., uses which required slight) modification as indicated 
schematically in Fig. 3. In two of these control relays only one 
diaphragm is used, and the switch lever and diaphragm are fastened 
together by means of a flexible link. It has already been noted 
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that the analyzer is equipped to trace two curves simultaneously 
on a single record. This is accomplished by means of air relay B 
which is so arranged as to connect two sources of input alternately 
to the analyzer. These input connections are alternated rapidly 
and are effected by appropriate punching of the roll. 


The above covers the essential features of the analyzer but there 


Fig. 6—View of Analyzer with Relay Side Uncovered 


a—Input and tuned circuits h —Condenser relays 


—Amplifier-rectifier 
¢-—-Camera motor 
d—Recording meter 
é Control box 

f —-Starting button 


Holding relay 
Frequency lamp rela 
Main control relay 
Plate battery 


\ir n 


Main he ile I 


remain a few details having to do with assembly, control, etc., that 
mav be of interest. 

Fig. 5 shows the analyzer as completed and ready to operate. The 
apparatus is assembled on a two-deck, structural-steel table equip- 
ped with castors for convenience in handling. Much of the equip- 
ment is inclosed for protection against moisture and dust. ‘he 
recording meter, camera motor, amplifier-rectifier, control relays, 
and input and tuned circuits are placed on the top. Below are 
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mounted the batteries, the vacuum pump with its motor, and_ the 
tracker bar with paper roll mechanism. The arrangement is clearly 
shown in Figs. 6 and 7 taken with the protecting panels removed. 
In Fig. 6, a@ is a moisture-proof box containing the input and tuned 
circuits. The inductance coil is placed in the center of the upper 
half of this box together with the switch for connecting the windings 


Fig. 7—View of Analyzer with Pump Side Uncovered 


a—Input and tuned circuits 1 —Plate battery 
B—Amplifier-rectifier n—Pump motor 
c—Source-alternating relay (—Reversing solenoid 
d—Recording meter t —Series-parallel coil switch 


—Paper roll Vacuum pump 


w—Tracker bar 


in series or parallel. The smaller capacitances are of mica and are 
arranged around the coil and switch assembly in such a way that 
they may be connected with a minimum length o: lead to the air 
relavs which are located on one side of the box. The larger capac- 
itance units are made up of paper condensers and are placed in the 
lower half of the box. The metal lined box 6 contains the amplifier- 
rectifier, and at d is shown the recording meter. Box e contains the 
control circuits with the necessary relays. The method of mount- 
ing the air relays, main vacuum header (attached to underside of 
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table top), air motor, etc., is also clearly shown in this figure. Fach 
air relay is equipped with two rubber tubes leading to adjustable 
cocks on the header which in turn are connected to the tracker bat 
The three-control relays are also shown in Fig. 6 The vacuum 
pump is shown at v in Fig. 7. The piano roll E moves over the 
tracker bar w and is reversed by means of solenoid QO. In boxes 
l are placed the plate batteries for the amplifier-rectifier 

The control apparatus by means of which the analyzer becomes 
practically an automatic machine will now be described. Referring 
again to Fig. 3 it will be seen that there is provided an auniliary 
header and an electrically operated slide valve. The functions of 
these devices will be discussed presently. 

The machine is started by pressing the starting button which 
should be kept closed for a few seconds while normal vacuum is 
being established in the headers. The air motor then starts and 
the paper roll E begins to travel across the tracker bar.  Perfora- 
tions in the roll are so made that when the roll is in its initial position 
an opening allows air to enter chamber V ef the holding relay. As 
soon as the paper starts, however, this opening is closed, chamber V 
is exhausted, and contacts K close. This short-circuits the starting 
button which the operator may now release, and the machine is in 
full operation. It will be noted that the closing of the contacts of 
the starting button or contacts K puts into operation motors which 
drive the vacuum pump and the camera apparatus. Simultaneousls 
recording meter lamp and scale-line lamp are lighted. The 
latter illuminates the record through small holes in an opaque scale 
strip thus marking horizontal lines due to the motion of the record. 

As the roll / traverses the tracker bar, appropriate perforations 
control the condenser relays so as to switch the proper condensers 
into and out of the tuned circuit. Proper perforations also control 
the frequency lamp relay which flashes frequency lines on the record 
by means of Lamp G. Relay F is inserted in order to make the 
Hash of short duration. 

The tracker bar-paper-roll apparatus was received as a unit from 
the manufacturer and was installed after making modification. in 
the reversing mechanism as mentioned above. This was done in 
the interest of automatic control. The paper re Mis ke pt In its proper 
course over the tracker bar by means of an automatic adjusting 
device such as used in practically all high grade plaver pianos. 

As the paper progresses over the tracker bar a point is finally 
reached where the last condenser connections are made and it be 
comes necessary to rewind the roll and to restore the entire mechanism 
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to its starting condition. This is accomplished In 


foration at the end of the record which admits air to chamber MV of 
the main control relay, thus closing contacts J. Relay S then operates 
since its circuit to ground is compl ted through contacts P ()y er- 


ation of relay Opens contacts thus disconnec ting lamps HT and 


I, and closes contacts U and V. It will be seen that the closing of 
contacts, U operates the reversing mechanism, and rewinding of the 
roll begins immediately. The closing of contacts V operates the 


slide valve thus releasing the vacuum on the main header, allowing 
the roll to be rewound with minimum mechanical drag 

It may be noted that means are also provided for rewinding the 
roll from any point in its forward travel by admitting air manually 
at the reversing key. This will cause the main control relay to 
operate so that rewinding will begin. Vacuum is kept on the aux- 
iliary header during the rewind so that control of the analyzer may 
be maintained to the end of the operating cycle. 

When the paper has been completely rewound perforations allow 
air to enter simultaneously chamber O of the main control relay and 
chamber V of the holding relay. This action opens contacts J and 
K, thus bringing the entire mechanism to rest in its initial starting 
condition. 


APPLICATIONS 


To show the variety of problems in which the analyzer is a useful 
means of investigation, a few illustrative records have been made 
and will be discussed. These records were taken in each case to 
illustrate the use of the analyzer and are not parts of investigations 
to which they are related. They cannot, therefore, be taken as 
representative of the performance of the apparatus tested. 

One of the uses of the analyzer has been in the study of the per- 
formance of microphone buttons. Fig. 8, for example, illustrates 
the character of the distortion in a button when driven at an excessive 
amplitude. The button was mounted so that its movable electrode 
could be driven at a single frequency by a very heavy reed at its 
natural frequency so that the motion was very nearly sinusoidal. 
The frequency of the motion was a little less than 450 cycles cor- 
responding to the second peak on the record. The amplitude of 
motion was 0.001 centimeters or 0.0004 inches which is of course 
much greater than normally obtains in a transmitter. The circuit 
consisted simply of the button and a battery in series with the ana- 
lyzer so that the record is an analysis of the current fluctuations in 
the button. The record shows two series of frequencies generated 


means of per- 
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by the button; a primary series having for its fundamental the 
driving frequency, 450 eveles, and a subsidiary series, having for 


its fundamental half the driving frequency or 225 eveles. The even 


harmonic components ot the secondary series come ide, of course, 
with the frequencies of the primary series. The primary series can 
be accounted for by the fact that with such large amplitudes the 


changes In resistance are not a linear function of the amplitude of 
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Fig. 11——-Analysis of Organ Pipe Tones 


motion. The subsidiary series is due to the non-symmetrical effect 
of the inertia of the carbon grains in vibration, the motion being so 
violent that some of the grains are thrown free from their contacts. 
For small amplitudes such as those ordinarily encountered in a trans- 
mitter, a record would show only 450 eyeles, the other frequencies 
occurring in negligible amount; for intermediate amplitudes the 
primary series only occurs. 

The analyzer has been used in connection with the study of sus- 
tained sounds and of the performance of acoustical apparatus. Fig. 9 
is a record of the noise in a room originating from a buzzer as 
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IN ELI 
picked up by a condenser transmitter The reverberation in the 
room probably had a large effect on the character of this record 


With such a source of frequency the analwzer mav be used to studs 
he acoustics of rooms. Fig. 10 is a record of the same noise as in 
hig. 9 but as picked up by a common type of telephone receiver 
placed in the same position as the condenser transmitter \ com 
parison of Figs. 9 and 10 will show the inadaptability of such a receiver 
for use as a transmitter. The receiver, owing to the resonance of 

its diaphragm, is seen to be relatively sensitive in the region of 600 
to S00 cycles and insensitive at most other frequencies. When this 
instrument is placed against the ear, as when used as a receiver, 
the diaphragm resonance is damped so as to give more nearly uni 

form response. 

By means of the calibration of the condenser transmutter and its 
implifier, it is possible to make an analvsis of the absolute intensit 
of a sustained sound in the air. This method has been used to studs 
the frequency characteristics of musical instruments. Fig. 11 shows 
the analyses of three low-frequency organ pipes These are plots 
of r.m.s. pressure change in the sound wave as obtained from the . 
analyzer records. ach vertical line corresponds to a peak on the 
original record. The upper chart shows the almost pure tone given 
by a O4-cycle Bourdon pipe. In the case of the cello pipe , also hav- 
ing a fundamental of 64 eveles, the third harmonic is seen to be more 
prominent than the fundamental or second harmonic. The third 
chart is for a 128-eycle trombone pipe which was found to be rich 
in harmonics. The pressure in the single components of the cello 
and trombone pipes is less than in the case of the Bourdon pipe 
and a larger scale of ordinates is therefore used. 

To illustrate the use of the attachment which permits the making 
of two simultaneous analyses, a few double records will be presented 
\n electric wave filter which has been used in the study of telephone 
quality was connected to the buzzer source whose output is shown 
in Fig. 2. Simultaneous analyses of the current delivered to and 
transmitted through the filter are shown in Fig. 12. This filter is 
designed to pass all frequencies below 1000 eveles and to suppress 
all others. The input is represented by a more or less continuous 
series of peaks along the entire length of the record. The peaks 


corresponding to the output coincide rather closely with the input 


“A Condenser Transmitter as a Uniforn Sensitive Instrument fo \ 
solute Measurement of Sound Intensity.” FE. C. Wente, P/ ul Re | 1917 
“The Sensitivity and Precision of the Electrostatic Transmitter for Mi 
Sound Intensities E. C. Wente, Physical Re , May 1922 
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peaks for all frequent ies below 1000 eveles and are not detectable 
for the higher frequencies. 


Fig. 13 is a double record showing the analysis of the wave from 


a buzzer as fed into a common type of loud speaking receiver and 
the acoustic output as picked up by a condenser transmitter placed 
in front ot it ata distance of about 15 inches The nalvsis of the 
Input current wave to the loud speaker is shown by the comparatively 
continuously decreasing series of peaks. The acoustic output is 
represented by the series having maxima in the neighborhood of 
800 cycles and 2200 cycles. This record cannot be taken as an 
adequate analysis of this loud speaker because of probable reverber 


tion effects in the room. 

The analyzer has thus far not been used in the study of power 
problems. A few illustrative records have been taken, however, 
on transformers and generators and will be shown as suggestive of 


the use of this method of attack in such problems 


Fig. 14 is a double record showing applied voltage and exciting 
current of a small 110-volt, 60-eyvcle transformer operating at normal 
voltage and frequency under the no-load condition. The presence 


of the well known third and fifth harmonics in the exciting current 
is clearly shown. Because of the rise in the calibration curve of 
the analyzer at the low end of the lower frequency range, a scale 
of ordinates is not shown on this record. Instead, the values of the 
analyzer current at each frequency are noted on the record. The 
circuit used in making this record is drawn on the figure \ com- 
putation of the components of the exciting current from the record 
and constants of the circuit shows that at 60 cycles the current was 
175 milliamperes, at ISO cycles, 65 milliamperes and at 300 evcles, 
17 milliamperes. The total r.m.s. exciting current was therefore 
IS7 milliamperes. 

The operation of this transformer under full load is shown in Fig 
15, where, as before, the primary voltage and current are analyzed 
The transformer load consisted of a pure resistance. [Tt will be noted 
that the third and fifth harmonics have become very small com 
pared with the fundamental. The analyzer currents at each fre 
quency are again noted on the record. In obtaining the analvsis 
of the current it was necessary to further shunt the analyzer he 
primary current was 310 milliamperes. 

Problems relating to commutation may also be conveniently 
studied qualitatively and quantitatively by means of the analyzer 
The use of an apparatus which will indicate the source and measure 


the extent of parasitic frequencies is obvious. Information has 
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been obtained on a small machine direct-driven by a p., 
single-phase motor. Data of importance relating to the generator 
tested are as follows: 

Capacity of Generator kw. 


Number of Poles 

Speed 

Voltage 

Field 

Diameter of Commutator 
Number of Commutator Bars 
Number of Armature Slots 
Size of Brush 

Yoke. 


Records obtained from this machine 
load and half-load conditions are shown 


tively. The corresponding speeds are 


out over the entire range 20 to 5000 cvcle 
two parts: a portion of a 20-1250 record 


current through the analyzer. 

voltage operating in this d-c. machine. 1] 
due to these causes are 30, 60 and 570 cy 
condition the average speed is practically 
present under both conditions of load 


tones of 30 cycles except such as might ¢ 


smoother as the machine is loaded, 


while the load record, Fig. 17, shows 570 « 


of harmonics. 


The consideration of these records le: 


independent causes of the 80 and 60-cvcle frequencies, 1 


cycle cause produces an almost sinusoidal voltage, and t 


1725-1800 r. 1 


Shunt-connecter 


in. 


In. square 


Ring type 


when operating under no 
in Figs 16 and ve respec 


approximately and 


1750 r.p.m. In order to show what frequencies the machine gives 
| 


‘s each figure is made up of 


and a complete record over 


the range 80-5000 cycles. On each figure is drawn the circuit con 
necting the d-c. generator to the analwzer. It will be noted that 
a large condenser is inserted to prevent the passage of heavy direct 


ids to the conclusion that 


there are at least three independent major causes of alternating 


‘he fundamental frequencies 


cles. It will be noted that 


the 30-cycle peak occurs only on the no-load record under which 


30 revolutions per second 


Sixty evcles and a series of its harmonic overtones are seen to be 
Under load the 60 eveles ts 


augmented whereas its harmonics are reduced. No harmonic over- 


oincide with the harmonics 


of 60 evcles are found in either case. This indicates the existence of 


rat the 30 


at the 60- 


evcle cause under no load produces an irregular wave which becomes 


The no-load record, Fig. 16, shows 570 eveles with no harmonics 
‘veles with a complete series 


This indicates that at no load the cause of 570 cvcles 
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feeds a relatively smooth wave to the line while under load this 
cause feeds an irregular wave to the line. The fact that 1140 cycles 
is about as strong as the fundamental and that its harmonies are 
stronger than alternate ones which are overtones of 570 only, sug- 
gests the likelihood of a tourth cause having a frequency of 1140 
eveles. Small irregularities at frequencies other than those already 
mentioned occur in the record. These are more prominent under 
load than at no load and indicate the presence of small, more or less 
irregular pulses, which increase with load. All of the above fre- 
quencies may be accounted for by a consideration of the construction 
and operating condition of the machine. 

Phe generator was driven by a single-phase, 4-pole, 60-evele motor 
which mav give rise to torque fluctuations once per revolution, or 
30 times per second. Under no load this Mma produce considerable 
corresponding fluctuations in speed while under load conditions the 
generator acts as a damper, eliminating these oscillations. 

The 60-evcle peak may be due to any one or some combination 
of a number of causes, e. ¢., eccentricity of generator armature, non- 
uniform winding, non-uniform thickness of mica separators in com- 
mutator, high mica between one or more pairs of segments, ete. 
The records show that for this particualr machine in its present con- 
dition (new) at normal speed the 60-cycle voltage developed increases 
considerably with load indicating strongly that the cause is largely 
influenced by an JR drop somewhere in the machine. The most 
likely causes therefore appear to be commutator eccentricity, Irregular 
spacing of the segments, or high mica. 

The peak at 570 evcles may be accounted for by evelic variation 
of tlux entering the armature core as the teeth pass the pole faces. 
At no load the speed is approximately r. p.m. The number 
of teeth being 19, it is obvious that there will be 570 fluctuations of 
air-gap reluctance per second. Under no-load conditions the record 
shows a comparatively pure wave form for this cause. This is to 
be expected because of the comparatively uniform distribution of 
Hux under the pole faces at no load. As the machine ts loaded, 
however, the field is distorted and shifted giving rise to an irregular 
wave form of voltage which is responsible for at least a part of the 
large harmonic content shown by the load record 

The presence of 1140-cyvcele peak which is present only under the 
load condition may be due to the evclec variation of voltage produced 
by the commutator bars leaving the brushes. Inasmuch as the speed 
is roughly about 29 revolutions per second the frequency with which 


bars leave brushes is about 1100 cycles. This frequency is present 


a 


under the load condition only, thus indicating that it is due to an 

I Rdrop at the brush contacts or to an e. m. f developed in the short 
circuited coil with the brush off the magnetic neutral 

ly 


The small irregularities on the record shown particular 


between peaks above 550 cycles on the load record are probal 
to slight chattering of the brushes. 
It is of interest to note that the so called frequen ys 


For this machine this 


] 


commuta 


tion does not appear in either of the ree ords 


frequency at no load is approximately 3846 evcles per second 
the ron 


- 


From these records it is possible to determine 
imterest 


of the alternating voltage at any frequency ¢ 


computed from a knowledge of the circuit) const 
We thus obtain for the 550-cvcle peak 


ants and analvzer 


impedance. Fig. a valu 
of 0.8 volts and for the 60-cycle peak a value of 1.1 volts 

In general the records taken by means of the analyzer on this 
commutating machine, confirm quantitatively the well known fact 


that such machines may give rise to frequencies in the audible range 
Consideration of the records indicates that these frequencies may 
be divided into two classes: First, those perfaining to and controlled 
the physical 


by design, and second, those caused and controlled by 
It is also interest 


condition of the machine at any particular time 
ing to note that the driving motor may produce an appreciable ettect 


particularly under the no-load condition. 


SUMMARY 


In the above paper there has been given a short statement of the 
theory and construction of an automatic, recording, cleetrical fre- 


quency. analvzer, together with illustrations showing its use and 


limitations in various fields. 
1} 


ak 


This apparatus has been found very useful in laboratory in 
the investigation of many difterent types of proble ms chietly because 
of the speed with which records can be made and harmonic analyses 


obtained without computation. 
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Certain Factors Affecting Telegraph Speed’ 


By H. NYQUIST 


SYNOPSIS This paper considers two fundamental factors entering 
into the maximum speed of transmission of intelligence by telegraph. 
These factors are signal shaping and choice of codes. The first is con- 


cerned with the best wave shape to be impressed on the transmitting 
medium so as to permit of greater speed without undue interference either 
in the circuit under consideration or in those adjacent, while the sattet 
deals with the choice of codes which will permit of transmitting a maxi- 
mum amount of intelligence with a given number of signal elements. 

It is shown that the wave shape depends somewhat on the type of 
that for most 


circuit over which intelligence is o be transmitted and 
sine wave 


cases the optimum wave is neither rectangular nor a halt cvele 
as is frequently used but a wave of special form produced by sending 
a simple rectangular wave through a suitable network. The impedances 
usually associated with telegraph circuits are such as to produce a fair 
degree of signal shaping when a rectangular voltage wave is impressed. 

Consideration of the choice of codes show that while it is desirable to 
use these involving more than two current values, there are limitations 
which prevent a large number of current values being used. A table of 
comparisons shows the relative speed efficiencies of various codes pro 
posed. It is shown that no advantages result from the use of a sine wave 
for telegraph transmission as proposed by Squier and others? and that 
their arguments are based on erroneous assumptions 


SIGNAL SHAPING 


EVERAL different wave shapes will be assumed and comparison 
will be made between them as to: 
1. Excellence of signals delivered at the distant end of the circuit, 


and 

2. Interfering properties of the signals. 

Consideration will first be given to the case where direct-current 
impulses are transmitted over a distortionless line, using a limited 
range of frequencies. Transmission over radio and carrier circuits 
will next be considered. It will be shown that these cases are closely 
related to the preceding one because of the fact that the transmitting 
medium in the case of either radio or carrier circuits closely approxi- 
mates a distortionless line. Telegraphy over ordinary lines 


! Presented at the Midwinter Convention of the A. I. E. E., Philadelphia, Pa 
February 4-8, 1924, and reprinted from the Journal of the A. I. E. E. Vol. 43, p 
124, 1924. 

A. C. Crehore and G. O. Squier. “A Practical Transmitter Using the Sine 
Wave for Cable Telegraphy; and Measurements with Alternating Currents upon 
an Atlantic Cable.” <A. I. E. E. Trans., Vol. XVII, 1900, p. 385. 

G. O. Squier. “On An Unbroken Alternating Current for Cable Telegraphy 
Proc. Phys. Soc., Vol. XXV Il, p 540. 

G. O. Squier. ‘‘A Method of Transmitting the Telegraph Alphabet Applicabl 
for Radio, Land Lines, and Submarine Cables."’ Franklin Inst., Jl., Vol. 195, May 


1923, p 633. 
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CERTAIN FACTORS AFFECTING 


employing direct currents will next be considered This will be fol- 
lowed by a consideration of the more complicated case of trans- 
mission over long submarine cables. 

It will be shown that the waves produced by sending rectangular 
signal elements through suitable electrical networks which round 
them off before they are impressed on the transmitting medium are 
probably best in most cases. Comparsion will be made between 
waves shaped by sending rectangular signal elements through suitable 
networks and waves made up of half evcles of a sine wave, bringing 
out the inferiority of the latter. 


DIiRECT-CURRENT TELEGRAPH TRANSMISSION OVER A 
DISTORTIONLESS LINE 


Before proceeding with this discussion two terms, which will be 
used in this paper, and which are considered to be of fundamental 
importance, will be defined signal element” and “‘line speed.” It 
is usually ‘possible, especially when sending is done mechanically, 
to divide the time into short intervals of approximately equal duration 
such that each is characterized by a detinite, not necessarily constant, 
voltage impressed at the sending end. The part of the signal which 
occupies one such unit of time will be called a “signal element 
For example, the letter @ in ordinary land telegraphy will be said to 
be made up of five signal elements, the first constituting a dot, the 
second a space and the next three a dash. The “line speed,” as 
used in this paper, equals the number of signal elements per second 
divided by two. In ordinary land telegraphy the line speed is equal 
to the dot frequency when a series of dots separated by unit spaces 
is transmitted. 

The discussion will first be limited to the case of direct-current 
telegraphy over a distortionless line. This case is the simplest, and 
in addition the results will aid in understanding the more complex 
cases. It may aid in obtaining an understanding of this case to 
assume that the distortionless line is made up simply of series and 
shunt resistances. 

A distortionless line, such as the one which has been assumed 
will transmit all frequencies with equal efficiency from zero upward. 
In considering applving direct-current telegraph to this line, it will be 
assumed that the telegraph circuit will have assigned to it only a 
limited range of frequencies from zero upward, the remaining fre- 
quency range being assigned to some other uses, such as ordinary 
telephone and carrier telephone and telegraph. It will also be as- 
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sumed that the direct-current telegraph circuit is worked at as high 
a speed as the frequency range assigned to it will permit. 

A number of different wave forms which might be employed to 
make up the telegraph signal elements will next be examined, con- 
sideration being given first to the waves which will be received at the 
distant end when the different wave forms are impressed at the trans- 
mitting end and second to the interference which will be produced 
in the higher range of frequencies which has been assigned to other 
uses. 

Three forms of voltage waves which will be considered are shown 
in Fig. 1. A in that figure shows the simplest form of voltage wave, 
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A—Rectangular Voltage Wave 
3--Half Cycle of Sinusoidal Voltage Wave 

C——-Rectangular Voltage Wave Modified by Being Passed through Network 
Shown at D or E 


namely, the ractangular form which is produced by applying a battery 
for a given interval of time and then substituting a short circuit 
for it. C in the figure is the wave produced by transmitting the 
rectangular voltage wave A through an electrical network which is 
the one indicated by the letter D in the figure. (Other forms of 
networks might also be selected which would produce similar results. ) 
B in the figure is a wave which has the shape of a half evele of a sine 
wave. In what follows this wave will be referred to as the “‘half- 
cvcle sine wave.” 

In considering the waves which will be received when the above 
waves are applied at the transmitting end, use will be made of the 
following general principles, which have been stated by Malcolm,* 
for the case of a submarine cable circuit and discussed for the general 
case in Appendix A. 


3H. W. Malcolm. ‘Theory of the Submarine Telegraph and Telephone Cable.’ 
The Electrician Printing & Publishing Co., London, March 1917. 
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CERTAIN FACTORS AFFECTING 


When a telegraph circuit is worked at a line speed as high as will 
permitted by the available frequency range, the shape of the 
ceived signal will be practically independent of the shape of the 
ransmitted signal, and further, the magnitude of the received signa 
will be approximately directly proportional to the area included 
within the impressed voltage wave. 

The area included within the impressed voltage wave being of 
principal importance sO far as the wave received at the distant end 
ig. | 
will next be examined. The areas under waves -l and C will be found 


is concerned, the areas under the three voltage waves shown in | 


to be substantially equal while the area under the wave B is only 
about 0.6 as great. Consequently, it should be expected that waves 
A and C will be about equally good from the standpoint of the received 
signals, while wave B will be poorer, producing received signals only 
about 0.6 as great in magnitude. If the maximum voltage (or power 

impressed at the sending end is limited to some given value, the re¢ 

tangular wave is seen to be the optimum, since this wave has the 
maximum area. While the area shown under curve C is approxi 
mately equal to that under the rectangular wave, the effect produced 
when a number of signal elements of the same polarity and magni 
tude are sent in succession is such that the maximum voltage trans- 
mitted will exceed slightly the corresponding voltage for the case 
of the unmodified rectangular wave due to overlapping of adjacent 
signal elements. 

The above comparison of the three waves of Fig. 1 from the stand- 
point of received signals holds not only for signal elements, but also 
for complex waves comprising a number of elements. Since for the 
speeds under consideration the received currents for different shapes 
of signals applied at the sending end are substantially of the same 
form, differing, at most, in magnitude, it follows from the principle of 
superposition that any complex signal, whether built up of elements 
of one shape or another at the sending end, will produce substantially 
the same wave form at the receiving end, the differences in the shapes 
of the elements at the sending end producing differences principally 
in magnitude of the received waves. 

Consideration will next be given to the relative interference which 
the different wave forms of Fig. 1 will produce in the frequency rang 
assigned to other circuits. Since interference into other circuits 


results from having the telegraph signal elements contain frequencies 


which spread into the ranges assigned to other circuits, it is evident 

that the wave will be the best from the standpoint of interference 

which contains the least amount of these outside frequencies. By 


¥ 
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making use of a method which is discussed in Appendix C, the fi 
quency components of the three waves illustrated in Fig. 1 have be: 
computed and are shown in Fig. 2.) The frequency marked 1 2 
in the drawing equals the line speed. 7 in this connection has t! 
same value as in Fig. 1. The letters in this figure refer to the cor 


CURRENT OR VOLTAGE 


FREQUENCY | 


A—Frequency Components of a Single Dot, Rectangular Wave 

B—Frequency Components of a Single Half Cycle of a Sine Wave 

C—Frequency Components of a Single Dot, Rectangular Wave Passed throug 
Network Shown in Fig. 1 


sponding waves in Fig. 1, A being the components of an_ isolated 
rectangular wave, B the corresponding components for the half-cycle 
sine wave, and C those for the rectangular wave after it has bee: 
transmitted through the network D in Fig. 1. It is seen from Fig. 2 
that the rectangular wave form A contains the greatest amount o! 
currents of higher frequencies and is, therefore, the poorest from 
the standpoint of interference. The half-cycle sine wave contain- 
less of these higher frequencies although, as will be seen, the high 


frequency components are far from negligible. The wave C is the 
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est from the standpoint of interference, since it contains the least 
mount of these higher frequencies. 

From the preceding it is concluded that for the case under con 
sideration, the wave form C in Fig. 1 produced by sending a re 
tangular shaped signal element through a suitable network is the 
most suitable. This wave form is almost the optimum from the 


standpoint of the received signals while from the standpoint of int 


ference into other circuits it leaves little to be desired 


CARRIER AND RaApto 


The results for the distortionless line are particularly applicable 
to the cases of radio and carrier telegraphy because in these cases 
we have a transmitting medium which is substantially distortionless 
We may again make use of Fig. 1 to illustrate three possible voltages, 
it being understood that these curves represent the envelope or outline 
of the transmitted currents which are in reality of a frequency con- 
siderably higher than the signaling frequency. If now we limit con 
sideration to the case where the carrier frequeney is located in the 
middle of the transmitted frequency band, then, this case becomes 
very similar to the direct-current case and what has been said about 
the received wave shape being independent of the transmitted one 
and its magnitude being directly proportional to the area under the 
transmitted voltage curve still holds. One important difference is 
that, whereas in the direct-current case the network shown at J), 
Fig. 1, is used in the alternating-current case having the carrier 
located in the middle of the free transmitted range, the network 
shown at /, Fig. 1, is used. A further difference is that in the case 
of radio where very high frequencies are involved, it may not be 
practicable to construct the required networks. In that case, how- 
ever, it is practicable to produce the corresponding direct-current 
wave and utilize it to modulate the radio wave 

What was said about interference from the circuit: in) question 
into other circuits in the direct-current case above also holds for the 
case of radio and carrier with the difference that whereas Fig. 2 
shows a band of frequencies extending from zero up, the corresponding 
curve in the case of radio and carrier consists of two such bands. 
The complete curve for radio and carrier is substantially symmetrical 
with respect to the ordinate corresponding to the carrier frequency, 
and the right-hand portion is similar to the curve shown in Fig. 2 
It will be obvious that the rectangular wave and the half-cycle sine 
wave are both objectionable, as voltage waves to be applied to the 
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transmitting medium, because they contain frequency componen 
which may easily extend into the range allotted to neighboring carric 
bands. kor this reason it is Customary in carrier telegraph practi: 
to make use of a transmitting filter to cut off these interfering fri 
quencies. The voltage impressed on this. filter is) substantial! 
rectangular in outline but after passing the filter it has a shape whic 
is approximately similar to curve C in Fig. 1, and which, therefor: 
produces less interference than a half-cvele sine wave. 


LAND LINES 


The case of land lines is somewhat different from the case discusse: 
previously because it is not economically desirable to utilize the fu 
frequency range available. In other words, the great expenditur 
for terminal apparatus that may be proper in the case of submarin« 
cables and long distance radio circuits is not warranted. In land 
circuits the highest frequencies transmitted are considerably greate: 
than the required line speed. When this is the case, it is usually 
possible and desirable to make use of the available range to increase 
the steepness of the received wave. A steep wave front results in 
prompt operation of the receiving relay and this in turn results in 
minimum distortion. If a half-cycle sine wave were to be employed 
instead of the usual rectangular wave or if a network were to be 
employed which were to round off the wave to the extent indicated 
in Fig. 1, the received wave would necessarily lose a great part of its 
steepness and as a consequence the response of the receiving relay 
would be less positive and the signals would be distorted. It will, ot 
course, be understood that by means of suitably proportioned net- 
works the wave can be rounded just enough to meet the interference 
requirement, still retaining sufficient steepness to insure prompt 
operation of the receiving relay. Therefore, rounding by means ot 
networks is preferable. 

If it should be desirable and practicable to utilize the frequency 
range to its fullest, what has been said above about a distortionless 
line holds without any substantial modification and it would, in 
that case also, be more advantageous to use a wave rounded by means 
of suitable networks than to impress on the line a wave of the half- 
cycle sine form. 

SUBMARINE CABLES 


In the case of submarine-cable telegraphy, there is a limitation on 
voltage which has not been emphasized in the simple direct-current 


case discussed above. The voltage which may be impressed on the 
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cable is limited to a definite value. Moreover, for certain reasons, the 
cable has an impedance associated with it at the sending end which 
may make the voltage on the cable differ from the voltage applied 
to the sending-end apparatus. Inasmuch as the limitation in this 
case is voltage limitation at the cable, the ideal wave is one which 
applies a rectangular wave to the cable rather than to the apparatus, 
because it insures that the area under the curve should be the maxi- 
mum consistent with the imposed limitations. It would be possible 
to make the transmitting-end impedance approximately propor- 
tional to the cable impedance throughout most of the important 
range. This would insure that the wave applied to the cable would 
have approximately the same shape as the wave applied to the ap- 
paratus. It would probably be desirable for practical reasons to 
make this impedance infinite for direct current. 

In connection with the submarine cable a special kind of inter 
ference is particularly important, namely, that due to imperfect 
duplex balance. For a given degree of unbalance, the interference 
due to this source may be reduced by putting networks either in the 
path of the outgoing current or in the path of the incoming current 
These facts, together with the frequency distributions deduced above 
for each of the several impressed waves as exhibited in Fig. 2, make 
it apparent that the beneticial reaction on the effect of duplex un- 
balance, which can be obtained by the use of a half-cvcle sine wave 
instead of a rectangular wave, can be obtained more ettectivels 
by the use of a simple network, either in the path of the outgoing 
or in the path of the incoming currents. Either of these locations is 
equally effective in reducing interferences from duplex unbalance, 
but the location of the network in the path of the outgoing current 
has the advantage that it decreases the interference into other circuits, 
whereas the location in the path of the incoming current has the effect 
of reducing the interference from other circuits. 

Before leaving the matter of submarine telegraphy, it may be well 
to point out that it is common in practise to shorten the period during 
which the battery is applied so as to make it less than the total period 
allotted to the signal element in question. For instance, if it is 
desired to transmit an e the battery may be applied for, say, 75 pet 
cent. of the time allotted to that e and during the remaining 25 per 
cent. the circuit is grounded. The resulting voltage is shown in 
Fig. 83k. From the foregoing, it is concluded that this method ts less 
advantageous than the application of the voltage for the whole period, 
because while the shape of the received signal is substantially the same 
in the two cases, the magnitude, being proportional to the area under 
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the voltage curve, will be less. A cursory examination of the litera- 
ture does not disclose that anything has been published on the experi- 
mental side either to confirm or to oppose this result. 


CHOICE OF CODES 


A formula will first be derived by means of which the speed of trans- 
mitting intelligence, using codes employing different numbers of 
current values, can be compared for a given line speed, 7.e., rate of 
sending of signal elements. Using this formula, it will then be shown 
that if the line speed can be kept constant and the number of current 
values increased, the rate of transmission of intelligence can be ma- 
terially increased. 

Comparison will then be made between the theoretical possibilities 
indicated by the formula and the results obtained by various codes in 
common use, including the Continental and American Morse codes as 
applied to land lines, radio and carrier circuits, and the Continental 
Morse code as applied to submarine cables. It will be shown that the 
Continental and American Morse codes applied to circuits using 
two current values are materially slower than the code which it is 
theoretically possible to obtain because of the fact that these codes 
are arranged so as to be readily deciphered by the ear. On the other 
hand, the Continental Morse code, as applied to submarine cables, 
or other circuits where three current values are employed, will be 
shown to produce results substantially on par with the ideal. Taking 
the above factors into account, it will be shown that if a given tele- 
graph circuit using Continental Morse code with two current values 
were rearranged so as to make possible the use of a code employing 
three current values, it would be possible to transmit over the re- 
arranged circuit about 2.2 times as much intelligence with a given 
number of signal elements. 

It will then be pointed out why it is not feasible on all telegraph 
circuits to replace the codes employing two current values with others 
employing more than two current values, so as to increase the rate 
of transmitting intelligence. The circuits, for which the possibilities 
of thus securing increases in speed appear greatest, are pointed out, 
as well as those for which the possibilities appear least. 


THEORETICAL POSSIBILITIES USING CODES WITH DIFFERENT 
NUMBERS OF CURRENT VALUES 


The speed at which intelligence can be transmitted over a telegraph 
circuit with a given line speed, 7.e., a given rate of sending of signal 


elements, may be determined approximately by the following formula 


the derivation of which is given in Appendix B 
We=K log m 


Where W is the speed of transmission of intelligence, 


mis the number of current values, 


and, A is a constant. 


By the speed of transmission of intelligence is meant the number of 
characters, representing different letters, figures, ete., which can be 
transmitted in a given length of time assuming that the circuit trans- 
mits a given number of signal elements per unit time 

Substituting numerical values in this formula gives the following 
table which indicates the possibilities of speeding up the transmission 
of intelligence by increasing the number of current values 


IX \¢ \ 
Intellige 
Number of Current Given Sumber ot 
Values Employed Sign ] Elements 
2 
2 1458 
5 
300 
16 100) 


This table indicates that there is considerable advantage to be 
secured in going to more than two current values where the circuits 
are such as to permit it and where the line speed is not lowered as a 
result. The limitations will be outlined below. It should also be 
noted that whereas there is considerable advantage in a moderate 
increase in the number of current values, there is litthe advantage in 


going to a large number. 


Copes Now 1x Common With IDEAL 


In the case of printer codes, the theoretical results derived corre 
spond closely to practise, as will be obvious from the method of 
deriving the formula. 

In order to compare the theoretical possibilities indicated by the 
formula with the results which are obtained when non-printer codes 
are constructed, several codes were assumed, and for each one the 
number of signal elements required to produce an average letter 
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was deduced. The method of doing this is set forth in Appendix D. 
This work resulted in the following table: 


Relative Number 


Signal of Letters for a 

Elements Given Number of 

per Letter Signal Elements 
American Morse (two current values 8.206 74 
Continental Morse (two current values 8.45 73 
Ideal (two current values : 6 14 100 
Continental Morse (three current values 2 ei 163 
Ideal (three current values 3.63 169 


The column in the above table headed “Relative Number of Letters 
for a Given Number of Signal Elements” makes possible direct com- 
parison with the results predicted from the formula as given in the 
table which preceded. It will be noted that the ideal three-current- 
value code gives an increase in the number of letters for a given 
number of signal elements as compared with the ideal two-current- 
value code which is in fair agreement with the theoretical ratio of 
L.5S:1. It will also be noted that the Continental three-current- 
value cede which ts actually in use in the case of submarine cables 
appears to come quite close to the ideal. In the case of the Conti- 
nental and American Morse codes, however, where only two current 
values are used, the results fall short of the ideal, the ratio between 
the results actually obtained and the ideal being approximately 1.4:1. 
The reason for this is that a certain proportion of the possible speed 
is sacrificed in order to make it possible to read the signals by means 
of a sounder instead of recording them. For instance, the dash has 
been assumed to be approximately three times as long as the dot. If 
the signals were mechanically formed at the sending end and recorded 
at the receiving end, it would be possible to make use of markings 
1, 2, 3, ete., signal elements long, as well as corresponding spacings. 
The ideal codes were so constructed. 

It will be seen that the figures deduced for the Continental Morse 
and the American Morse are substantially identical for two current 
values. This result’) probably does not correspond with practise; 
it is thought that the difference in speed between these two codes is 
considerably greater, say on the order of 10 or 15 per cent. in favor of 
the American Morse. The discrepancy is due partly to the fact that 
no account has been taken of figures and punctuation marks in the 
present computations and partly to the fact that the assumptions as 
to relative lengths of space is not strictly in accordance with practise. 

From the foregoing, it is seen that there is a two-fold gain in chang- 
ing from the two-current-value American or Continental Morse 


codes to the three-current-value Continental code. In the first 
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place, there is a theoretical increase in the ratio of 16:1 wl 
companies the change from the two-current-value to the three-current 
value code. In the second place, there is an incidental increase in the 
ratio of 1.4:1, due to the fact that the present tWo-current value codes 
are longer than would be necessary, if receiving were done bv means 
other than the ear. The total increase in going from the two-ct 
value Continental or American Morse codes to the three-current 
value Continental code is, theret re, in the ratio of 1.61.41 o1 
2.2:1, provided the line speed is the same. In this connection it 
should be noted that in the case of the American Morse, the ratio 
is probably somewhat less than this for the reasons pointed out above 
L'MiTAT.ONS IN APPLYING CODES With THAN 
Pwo CURRENT VALUES 


Certain inherent limitations which have to do with how much the 
number of current values can be advantageously increased are as 
follows: 

1. Fluctuations in transmission efficiency of the cir 

2. Interference, 

o Limitations on the powel r voltage which Is Permissible 
employ. 


In addition it may be stated that, in general, whenever more than 
two current values are emploved it is necessary to make the sending 
and receiving means more complicated and expensive. There may 
be nothing to gain, therefore, in using codes other than those made 
up of two current values where the telegraph circuits are cheap 

Considering now the features which limit the number of current 
values which can be emploved, it is believed that the importance of 
the first factor will be obvious. If the line is subject to fluctuations 
so that the stronger currents at certain times become less in magni- 
tude than the weaker currents at other times, it will be impossible 
to discriminate between the different current strengths making up 
the code, particularly if the fluctuations are rapid. 

In connection with interfering currents, it is evident that these 
may be of such polarity as to add to or subtract from the signaling 
currents and it is consequently necessary to separate the various 
current values emploved sufficiently so that one current value with 
the interference added may be distinguished from the next la 
current value with the interference subtracted 

The spacing between the current values being determined by the 


interference and fluctuations transmission efficiency, it will be 
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seen that the maximum number of current values which can be 
emploved is determined by the maximum power which it is per- 
missible to use. 

In the case of land line telegraph circuits operated with direct 
currents, it is well known that quadruplex circuits are much more 
seriously affected by fluctuations and interference than are circuits 
employing only two current values. (A quadruplex telegraph circuit 
employs four current values for transmission in one direction.) In 
general, it may be said that the possibilities of improving ordinary 
direct-current) operated telegraph circuits in this manner do not 
appear particularly promising. 

In the case of wireless transmission over great distances all three 
of the above factors are important in limiting the number of current 
values which can be effectively emploved. In the first place, as is well 
known, large variations take place in the efficiency of the transmitting 
medium so that the received signals vary considerably in magnitude 
from time to time. Secondly, the interference, at least at certain 
seasons, Is great enough to make it difficult to distinguish between 
the current values even when the usual method which employs only 
two current values is employed. Thirdly, the received power is 
limited because of the great attenuation suffered by the wireless 
Waves. 

In the case of carrier transmission, it may be that there will be a 
field for the use of more than two current values. The relative 
cheapness of the line circuits, however, will tend to limit the amount 
by which it will be economical to increase the cost and complexity 
of the receiving apparatus. Moreover, it should be borne in mind 
that no allowance has been made for the effect on the line speed of 
increasing the number of current values, this being considered outside 
the scope of the present paper. 

Changing an existing network of telegraph circuits so as to employ 
a code with three instead of two current values would require new 
types of telegraph repeaters as well as new sending and receiving 
apparatus, and new operating methods. It is considered to be out- 
side of the scope of this paper to go into a discussion of the details of 
this matter. 


“SINE WAVE” SysTEMS 


Considerable interest and discussion has been created by sug- 
gestions which have been made to use so-called ‘sine wave” systems 
of telegraphy. In view of this, a brief discussion of these systems 


is given below. 


CERTAIN FA 

A brief analysis of what are the fundamental features of these 
systems will be given and, based on the results which have been ce 
veloped in the preceding discussion, comparison will be made of these 
systems with systems based on other principles \ particular effort 
will be made to clear up what appears to be fundamentally incorrect 
assumptions which underlie the arguments which have been advanced 
in favor of these “sine wave” systems. 

Crehore-Squier System. The use of a sine wave envelope to im 
prove the characteristics of telegraph signals was advocated by Crehore 
and Squier.4. The words “United States” formed by means of a 
wave of this type are shown in Fig. 38d. The code emploved is the 
same as the ordinary Continental Morse, the only difference being 
that the signal elements consist of half-cvele sine waves 

In what has preceded, it has been shown that a half-cvcle sine 
wave has a smaller area than a rectangular wave rounded off by pass 
ing through an electrical network and, consequently, the sine wave 
is inferior to the latter from the standpoint of the received signals 
From the standpoint of interference into other circuits, it has also: 
been pointed out that the half-cevele sine waves contain more high- 
frequency components than properly rounded off rectangular waves 
Consequently more interference into other circuits will be produced 
with the wave made up of signal elements consisting of half-cvcle 
sine Waves. 

Squier System Applied to Submarine Cables. \ more recent sug 
gestion of Squier® gives the wave shown in Fig. 3a. This wave 
resembles the one advocated by Crehore and Squier in that each 
signal element consists of a half-cycle sine wave. As has been pointed 
out, there is no advantage gained by this. 

The difference between the two systems lies in the fact that the 
wave in Fig. 3a uses three absolute values and crosses the axis once 
every half cycle. The code is the same as the Continental, a space 
being indicated by a half-cvele sine wave of one unit amplitude, a dot 
by a half-cycle sine wave of two units amplitude and a dash by a 
half-cycle sine wave of three units amplitude. 

By referring to the figure, it will be seen that the resulting wave 
resembles a continuous sine wave, except for the fact that successive 
half cycles differ in magnitude. For this reason, the code may le 
termed an code. 

In considering the application of this code to submarine cable 
telegraphy, it is convenient to make use of an analysis which is carried 
*Crehore and Squier, loc. cit. 
> Squier, loc. cit. Proc. Phys. So 
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out in Fig. 38.) Fig. 8a shows the words “United States” written in 
the code advocated by Squier. big. 345 shows a constant sine wave 
whose amplitude ts equal to the amplitude of a dot in Fig. 3a. Fig. 8¢ 
shows the result obtained by subtracting the wave of Fig. 36 from 
the wave of Fig. 3a. On comparing this last wave with the wave 


n + 4 + + 
J l = 
Fig. 3 
Unbroken reversals code (space 1 unit, dot 2 units, dash 3 units 
Constant sine wave, 2 units 
resulting when substracting from a 
Sine Wave code: note similarity between ¢ and d 


—~Rectangular wave, unmodited 
Rectangular wave, modified by grounding apex one fourth of the marking 


time in addition to the spacing time 


shown in Fig. 3d, it will be seen that the two waves are electrically 
equivalent. They differ only in having the signal elements permuted. 

It is thus evident that the wave shown in Fig. 3a is made up of two 
components; one being the inert component shown in Fig. 3) which 
transmits no intelligence, and the other the intelligence carrying 
component illustrated in Fig. 3c. 

The fact that the component shown in Fig. 30 does not carry in- 
telligence from the sending station to the receiving station is made 
clear when we consider that its value at any moment is predictable 
and that the component can in fact be produced locaily. 

The net effect of this component is to reduce the voltage available 
for intelligence transmission to one-third of the total voltage. For 
example, if it is permissible to apply 60 volts to a particular cable, 
10 volts out of these would be used up in transmitting the inert alter- 
nating-current wave and only the remaining 20 volts would be useful 


for the transmission of intelligence. 
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Radio and Carrier Telegraphy. Squier has also advocated that 
the combination of sine wave envelopes, unbroken reversals and a 
three-current-value code be applied to radio and carrier telegraphs 


than 


The advantages and limitations in applying codes with more 
two current values have been fully discussed above, and do not need 
to be gone into further here. It will be evident that the combining 
with these of sine wave envelopes and unbroken reversals does no good 

The matter of using sine wave envelopes was discussed above, the 
discussion pointing out that waves with sine-wave envelopes are 
inferior to waves produced by sending rectangular shaped signals 
through suitable networks, both from the standpoint of the received 
signals, and from the standpoint of interference into other circuits 

The “unbroken reversals” bring in again the use of an inert com 


] 


ponent. Due to the fundamental ditterence between cable tel 


egraphy 
on the one hand, and radio and carrier as usually practised on the 
other, the inert component in the latter case is somewhat smaller 
than in the former. — In «the code advocated by Squier, the current 
which may be subtracted without greatly affecting the intelligence- 
carrying capacity of the signals, is about one unit in value, which is 
the current corresponding to a space. When this current has been 
subtracted, the space current is reduced from one unit to zero, the 
dot current from two units to one, and the dash current from three 
units to two. This subtraction having been carried out, it is seen 
that the maximum intelligence-carrving Component is approximately 
two-thirds of the maximum = current actually emploved This 
figure of two-thirds compares with the figure of one-third for the 
submarine cable.) 

In the case of radio, the amount of power which must be radiated 
from the transmitting station is of particular importance. Since 
with the svstem advocated by Squier about two-thirds of the maximum 
voltage which is radiated is effective in transmitting intelligence, it 
is evident that about twice as much power must be radiated as would 
be required if the inert component were not transmitted 

Incorrect Assumptions. Two incorrect: assumptions are made in 
the papers referred to and underlie a considerable portion of the 
arguments advanced in favor of the svstems advocated by Squier. 

One of these is that a wave, whose elements are half-evele sine 


waves, lends itself to tuning. It is true that in the case of 


the ‘‘un- 
broken-reversals"’ code a certain amount of tuning can be secured, 
but this tuning applies only to the inert unvarying component in the 
wave, which carries no intelligence. The fact, shown in Fig. 2, that 


* Squier, loc. cit., Franklin Inst., J 
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the intelligence-carrving Component contains no outstanding narrow 
range of frequencies to which tuning can be applied should) make 
obvious the error in this assumption. 

The other assumption is that a wave, which is ideal for the trans 
mission of power, is also ideal for the transmission of intelligence 
Asa matter of fact, the transmission of intelligence inherently involves 
rapid and unpredictable changes in the current, whereas the trans- 
mission of power is best brought about by steady current, either 
direct or alternating. These two conditions are, of course, incom- 


patible. 
APPENDIX A 


Use has been made of the following two principles: 

1. In a telegraph circuit in which the line speed is near the maxi 
mum, the shape of the received dot is substantially independent of 
the shape of the impressed dot, and 

2. The magnitude of the received current is approximately pro- 
portional to the area under the transmitted voltage curve. 

The following general discussion of these principles has been fur- 
nished by J. R. Carson. 

Let the arrival curve, due to suddenly impressed unit battery be 
denoted by A (ft); then the received signal S (f), due to the elementary 


dot impressed signal f (f) 1s given by? 
S(t fi v)A'(t—x)dx (1 


the upper limit of integration being ¢ for £< 7 and 7 for t27. The 
latter case will alone be considered since the conclusions arrived at 
in this case are conservative. 

Expanding A’ (t—x) in (1), we get 


where No T 9 
/ fix 
eT 4-2 
A 
/ “ri \ dx 
eu 
T? pl ere 
f(x)dx 


77. R. Carson. ‘Theory of the Transient Oscillations of Electrical Networks 
and Transmission Systems.”’ A. I. E. E. Trans., Vol. NNXVIII, 1919, p. 345. 
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It follows at once that, provided 


/ fix)dx=0 


and provided the duration 7 of the signal is sufficiently short. the 
arrival dot is given approximately by the leading term 


| 


and that this approximation becomes increasingly close as the speed 
of signaling is increased, 7.e., as the duration 7° of the dot is decreased. 

The conclusions from the foregoing may be stated in the following 
propositions: 

l. If the speed of signaling is suthciently high the arrival signal 
representing the elementary dot is independent in shape of the form 
of the impressed signal, and is proportional in amplitude to the time 
integral or ‘‘area’’ of the impressed signal. 

It will be evident, however, that if no restrictions are imposed on 
A’ (t) and f(t), the foregoing proposition requires, in general, that 
the duration 7 of the dot shall be so small as to make the series expan- 
sion rapidly convergent from the start. This, however, requires a 
speed of signaling very considerably greater than that actually neces- 
sary in practise in order that the foregoing proposition shall hold 
to a good degree of approximation, at least for the types of impressed 
dot signals specially considered in the present paper. To show this, 
it is necessary to establish two less general propositions, valid for 
the types of impressed signals under consideration. 

Il. If the impressed signal f (f) is evervwhere of the same sign, 
then a value 7 exists, such that O0< 7 <7 2, and such that 


| 


This proposition follows from the mean value theorem. 
III. If f (¢) is everywhere of the same sign, and if further it satisfies 
the conditions of svmmetry, 


f (x) =f (T—x), (xST; 2) 


then a value 7 exists, such that 0<7< 7 2 and such that 
f(x)dx 1) 
0 


This last equation also follows from the mean value theorem.  Fur- 
thermore, the conditions stated in proposition TI] are satistied by 


ATER 
A'(t) 
eg 
= 
S(t+72) =A'(t+7) f(x)dx (3) 
eu 
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the rectangular wave, the half-cvcele sine wave, and the rectangular 
wave extending through part of the dot provided the reference time 
t=0 is properly chosen. 

Returning to proposition IT, let us write 


oT 
Sj(t+7°2) =A'(t4 f(x) dx, 
J 
the subscript ; indicating the particular type of impressed dot signal, 


and 7) the value of 7 for any type of signal, taken as reference. Then 


oT 
Sj(t+T7 /2)= Ee To) + (t+7)) + .. fj(x)dx (2a 
0 


Now, the condition that proposition I shall hold to a good degree of 
approximation is that the expansion (2a) shall converge rapidly. 
Since the maximum possible value of 7; is 7) 2 and since in practise 
it is much smaller than 77,2, the required convergence obtains for 
much larger values of 7°, that is, slower speeds of signaling than that 
required in the expansion (1). Furthermore, for the three types of 
signals specifically under consideration 72: and 7, differ from one 
another by quantities very much smaller than 7° 2 in all actual trans- 
Mission systems. 

If the conditions of proposition IIL are introduced, the approximation 
is sull closer and proposition I is valid for still lower signaling speeds. 

In order to arrive at quantitative ideas of the minimum signaling 
speeds at which the foregoing proposition is valid, it is necessary, 
of course, to specify the arrival curve of the transmission system 
under consideration. An application of the foregoing analysis to 
representative transmission systems both with and without a “‘cut-ott”’ 
frequency has shown that it is valid to a very good degree of approxi- 
mation for speeds considerably lower than the highest attainable 
under practical conditions. 


APPENDIX B 
Use has been made of the formula 


W= K log nl 


where W'= the speed of transmission of intelligence 
K =aconstant 
and m =the number of current values employed. 


The assumptions which underlie this formula and its derivation will 
now be given. 
Let us assume a code whose characters are all of the same duration. 


This is usually the case in printer codes. If 7 is the number of signal 
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elements per character, then the total number of characters whiel 
can be construed equals m”. In order that two such svstems shoul 
be equivalent, the total number of characters that can be disti 
guished should be the same. In other words, 


=const. | 


This equation may also be written 


n log mt =const. 
The speed with which intelligence can be transmitted over a circuit 
is directly proportional to the line speed and inversely proportional 


to the number of signal elements per character provided that the 


relations above are satisfied. Hence, we mav write 

W=s n 3 
where s is the line speed. Substituting the value of # derived from 
the equation above, this equation becomes 


s log 


W = 
const 
which may also be written 
W=K log m 
In applying this formula to practical cases it will be found in 


possible to comply strictly with the condition expressed by equation 
(1). As an example, consider the comparison between a three- 
current-value code where each character is made up of three signal 
elements, and a two-current-value code where each element is made 
up of five signal elements. It is obvious that the speed with which 
characters can be transmitted in the former case is five-thirds the 
speed in the latter case for a given line speed. In other words the 
ratio is 1.67:1 whereas the formula gives the ratio 1.58:1. 0 It should 
be noted, however, that the former code possesses only 27 characters 
whereas the latter possesses 32. In other words one character of the 
latter code represents the transmission of more intelligence than one 
character of the former. Thus the figure 1.67 for the relative speeds 
of transmission of characters and the figure 1.58 for the relative speeds 
of transmission of intelligence are not incompatible 

It will be noted that the formula has been deduced for codes having 
characters of uniform duration and that it should not be expected 
to be anything but an approximation for codes whose characters are 
of non-uniform duration. To establish the formula for the latter 


case it would be necessary to make an assumption as to the relative 


to 


frequencies of the various characters. It seems reasonable 


: 
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pose that the formula will give a fair approximation to the facts in 
this case also, but it should not be expected to be accurate. 


APPENDIX C 


The deduction of the curves given in Fig. 2 from the curves given 
in Fig. 1 requires some explanation. Looked at casually, it would 
seem as if an isolated dot would not possess any frequency character- 
istics Whatsoever. Nevertheless, if a voltage, such as any of those 
represented in Fig. 1, is applied to a network capable of being thrown 
into oscillation, the network will respond to the voltage by oscillating. 
Suppose, for simplicity, that the network consists of an inductance, 
a capacity and a very small resistance in series, the response of the 
network to the application of any of the voltages illustrated is that 
it oscillates at constant frequency and gradually decreasing ampli- 
tude. Further, the response varies when the natural period of the 
circuit is varied, 

There are two ways of looking at this phenomenon. We may say, 
on the one hand, that the oscillations of the frequency in question 
are manufactured by the network out of the voltage applied and that 
the frequency does not exist in the original voltage. On the other 
hand, we may say that the original voltage contains components 
at or near the resonant frequency and that the circuit responds to 
these components, because it offers them a small impedance, while 
it does not respond to other components because it offers them a large 
impedance. Either of these views is permissible, but 1t is convenient 
for the purposes of this paper to use the nomenclature of the second 
view and to consider the applied voltages to be made up of an in- 
definitely large number of frequencies. The problem of determining 
the response of oscillating networks is then solved by deducing the 
frequency characteristic or the response characteristic of the im- 
pressed voltage. This characteristic may be determined by means 
of the Fourier integral, whose computation is described in any stand- 
ard textbook on the subject. The following is intended to outline 
the considerations, from a physical standpoint, which lead to estab- 
lishing this integral. 

To deduce the frequency characteristic of an isolated dot, it is 
simplest to start with a long series of dots which are uniformly spaced. 
If such a series of dots is considered to extend indefinitely, it is possible 
to analyze the resultant wave into a Fourier series by well known 
methcds. Now, suppose that such a Fourier series has been ob- 


tained for a given spacing of the dots. The next step is to increase 


= 
i 
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the spacing between the dots. The result of this is to increase the 


number of Fourier components in a given frequency range and 


decrease the magnitude of each. Hf this process of increasing the 
space between the dots is continued indefinitely, we approach th 
condition of an isolated dot. Moreover, as we approach this condi- 
tion, the number of components in a given frequency range increases 
indefinitely and the magnitude of each decreases indetinitel, This 


limiting result is known as the Fourier integral for the wave in question 


APPENDIX. D 

A table has been given in the paper in which the relative etticienes 
of various codes in transmitting intelligence is listed. The deriva- 
tion of that table will now be given. 

The comparison will include the following codes based on two 
current’. values:, American Morse, Continental Morse, and the si 
called “ideal” two-current-value code. [It will also include the fol- 
lowing codes based on three current) values: Continental Mors 
and an “ideal” three-current-value code. 

The assumption is made that the text is made up of five-letter- 
words, no allowance being made for punctuation. The following 
table gives the length of the spaces assumed in terms of signal elements 


Ordinary Special 
Spaces Spaces in Spaces Spaces 


Within “Spaced” Between Between 
Letters Letters Letters Words 
American Morse (two current values 1 2 3 } 
Continental Morse (two current values 1 2 ; 
Continental Morse (three current values). . 1 2 


It is assumed that the dashes in the two-current-value codes are of 
three signal elements duration, except for the letter / in) American 
Morse which is assumed to occupy five signal elements. It may be 
that in practice, the dashes are somewhat shorter than has been 
assumed but the resulting error is not great. In connection with the 
relative spacings between letters and words assumed for the Conti- 
nental and American Morse codes, it is also questionable whether 
they accord strictly with practise. It may be that these spacings are 
on the average more nearly equal than the table indicates. However, 


this assumption affects only the relative speeds obtainable with the 
American Morse and the Continental Morse and does not materially 
affect the comparison between codes based on two current values on 
the one hand and codes based on three current values on the other 


The term “ideal” has been applied to two codes which will next 


be explained. These codes are constructed on the same principle 


: 
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as the Continental and American Morse codes with an effort to make 
them as brief as possible without making the reading too difficult. It 
is thought that the two ideal codes chosen are comparable in the 
matter of ease of reading. In constructing the two-element code, two 
steps are involved. In the first place it is assumed that the markings 
and spacings of any integral number of signal elements’ duration can be 
used so that in addition to the values for markings and spacings as- 
sumed above, there may be dashes of two, four, ete., units duration. 
With these assumptions the 26 shortest characters that can be con- 
structed are next made up. It is found that one character is of 1 unit 
duration, 1 of 2 units, 2 of 3 units, 3 of 4 units, 5 of 5 units and 9 of 6 
units duration. The remaining 5 characters are taken of 7 units 
duration each. The second step is to ascribe the 26 letters of the 
alphabet to these characters in such an order that the most frequent 
letters correspond to the shortest characters. It is most. efficient 
to use the same spacing as was assumed above for the Continental 
two-current-value code, with the addition that spaces of longer 
duration than three units may be employed within a letter. 

The matter of constructing the ideal three-current-value code is 
similar. First, the 26 shortest characters are constructed. Two 
characters can be constructed having a duration of 1 unit, four char- 
acters having a duration of 2 units and eight characters having a 
duration of 3 units. The remaining twelve characters are taken 4 
units in duration. Next, the most frequent letters are assigned to 
these characters in the order of their duration. It is best in this 
case to use the same assumptions as to spacings between letters and 
words as was used above in connection with the three-current-value 
Continental code. The use of spaces within letters is not economical 
in this case. 

A frequency table given by Hitt § was used to determine the relative 
frequency of the various letters. The average duration per letter 
was computed from this table and corrected for spaces between words 
and letters. The resultant average duration is as follows: 


Signal Ele- 
ments per 


Code Letter 
American Morse (two current values).... 4 8.26 
Continental Morse (two current values). 8.45 
Ideal (two current values 6.14 
Continental Morse (three current values 3.47 
Ideal (three current values 3.63 


§ Parker Hitt. ‘Manual for the Solution of Military Ciphers.’’ Army Service 
Schools Press, Fort Leavenworth, Iansas. Second edition, p. 7. 


Abstracts of Bell System Technical Papers 
Not Appearing in the Bell System 
Technical Journal 


The Auditory Masking of One Pure Tone By Another and Its Pre 
able Relation to the Dynamics of the Inner Ear. R. 1. WEGEL ard 
C. E. Lane. The authors used an air damped telephone receiver 
supplied with variable currents of two frequencies and determined 
the amount of masking by tones of frequency 200 to 3500 for fre 
quencies from 150 to 3000.) Except when the frequencies are so 
close together as to produce beats the masking is vgreatest tor tones 
nearly alike. When the masking tone is loud it masks tones of higher 
frequency better than those of frequency lower than itself. If the 
masking tone is introduced into the opposite ear the effect occurs 
only by virtue of conduction through the bones of the head. 

It is shown that combinational tones result when two tones of 
sufficient intensity are introduced simultaneously, these combina- 
tional tones being due to a non-linear response of the ear. 

A dynamical theory of the cochlea is given which ascribes pitch 
discrimination to a passing of vibrations along the basilar membrane 
and a shunting through narrow regions of the membrane at points 
depending on the frequency. This view of the action of the ear 
offers an explanation of the masking effects. 

Distribution of Radio Waves from Broadcasting Stations over City 
Districts RALPH Bown and G. 1D). This is a description 
and analysis of the results obtained in a radio transmission survey 
of the cities of New York and Washington, D. C., and contiguous 
territory. Measurements of the field strength of radio signals from 
stations WCAP at Washington and WEAF at New York were made 
at a large number of points. Based on these data, curves are drawn 
showing how different kinds of territory cause different attenuations 
and showing radio shadows caused by mountains and by large masses 
of steel buildings. In order to visualize the phenomena, the data 
have also been plotted on maps, contour lines of equal signal strength 
being drawn. These contour maps illustrate graphically the non- 
uniformity of transmission in city areas and show the nature and 
extent of the “dead spots” and shadows. 

Physical Review, Vol. p. 266, 1924 

? Presented to the Institute of Radio Engineers, January 16, 1 
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Measuring Methods for Maintaining the Transmission Efficiency 
of Telephone Cireuits.! EF. H. Best. The circuits involved the 
transmission of speech in a modern telephone plant, particularly 
those designed for long distance operation, necessarily involve a 
considerable amount of complexity. The use of telephone repeaters 
the development of long toll cables, the application of carrier svs- 
tems and other developments associated with these, while increasing 
the efficiency and economy of telephone toll circuits have also in- 
creased their complexity and have required the development of 
more effective means of insuring that the circuits are maintained 
at all times in good condition and adjustment. 

Maintenance of the transmission efficiency of the telephone plant 
is conducted by a special force, using methods and apparatus that 
have been developed for this purpose. This paper gives a_ brief 
description of the transmission characteristics of some of the com- 
mon type of telephone circuits, outlines a general method for measur- 
ing their transmission efficiency and describes several of the most 
modern types of transmission measuring sets, together with a brief, 
mention of the oscillators which supply the power for testing. 

A Primary Standard of Light Following the Proposal of Watdner 
and Burgess? Herbert Ives. The primary standard of light 
proposed in this paper consists of a black body constructed of plat- 
inum; the light from which, at its melting point, constitutes the 
photometric fixed point desired. The platinum black body consists 
of a evlinder of highly polished platinum with a narrow slit for observ- 
ing the interior. Studies of the optical properties of retlecting evl- 
indrical enclosures show that at certain angles of observation. the 
interior is practically “black.” The platinum evlinders are heated 
electrically and the light from the interior is observed by throwing 
an image of the slit on to a photometer field. Two series of observa- 
tions were made, one by a visual photometric method, the other 
by a photoelectric cell giving a photographic record by means of a 
string electrometer. The two methods of observation gave prac- 
tically identical results, vielding a final value for the brightness of 
the black body at the melting point of platinum of 55.4 candle power 
per square centimeter. The advantages of this proposed standard 
over the present unsatisfactory flame standards are discussed. 

High Quality Transmission and Reproduction of Speech and Music, 


W. H. Martin and Harvey FLETCHER. Radio broadcasting has 


Journ. A. E. E. Vol. p.. 136, 1924. 
> Journal Franklin Institute, Vel. 197, p. 147, p. 359, 1924. 
Journ. A. I. E. E. Vol. XLII, p. 230, 1924 


ABSTRACTS OF BELLE SYSTEM 


drawn attention to the problems involved in obtaining hi 


in systems for the electrical transmission and reproduction of sound 
This paper gives the general requirements for such svstems. dis 
cusses brietly the factors to be considered in design and operation 
and indicates to what extent the desired results can be obtained with 
the means now available. 

It was pointed out in this paper that broadcasting stations and 
connecting lines can be made practically perfect but that most of 
the loud speaking apparatus now extensively used for reproduction 
causes distortion. At the time of reading this paper the authors 
demonstrated a laboratory model of a new loud speaker of unusual 
design. This apparatus reproduces all frequencies from the lowest 
to the highest of the audible range with approximately equal facility. 
This results in reproduced music which the ear can seareely dis- 
tinguish from the original. 

Telephone Transformers.’ W. Casper. After outlining the 
varied sets of conditions which different types of telephone trans- 
formers: must meet, this paper discusses the design and construction 
of transformers to handle efficiently the range of frequencies ordinarily 
present in speech. Two winding transformers only are dealt with, 
and the three most common impedance combinations of the two cir- 
cuits connected by the transformer are considered: namely, bot! 
circuits comprised of resistances, one circuit a resistance, and the 
other a positive reactance, and one circuit a resistance and the other 
a negative reactance. 

The efficiency with which energy is transmitted is measured by 
comparison with an ideal transformer, and the transformer is studied 
by supposing it replaced by an equivalent T network. The varia- 
tion of transformer losses with frequency is discussed and charac- 
teristic curves are shown for transformers of different mutual im 
pedances. Characteristics are also given) showing the operatior 
of the in-put transformer associated with the vacuum tube. 

The mechanical construction of the common battery repeating 
coil, telephone induction coil, and of certain tvpes of transtormers 
for vacuum tube circuits, are shown. These transformers are all 
constructed so as to give the desired accuracy of speech transmission 
under their respective circuit conditions. 

Radio Telephone Signaling —Low Frequency System2 S. Dem 
AREsT, M. L.. ALMQuist and L. M. CLement. The system described 

' Journal of the American Institute ef Elect il Engineers, Vol. NLITE 197 
1924. 

Journ. A. I. E. E. Vol. 43, p. 210, 1924 
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pro\ ides a means W hereby any one of about seventy-five radio stations, 
operating on the same wave length, may be called without signaling 
the remaining. Obviously this is an important improvement in the 
radio art for in many cases it permits a radio station operator to 
pursue other duties which would be impossible if he were required to 
listen in at all times. 

The engineering problem presented, being remarkably similar to 
many telephone problems, was solved in a very similar manner. 
When it is desired to signal a station, an alternating current of a 
very definite frequency is impressed on the transmitter. This mod- 
ulates the power radiated similar to the way the undulations of the 
voice modulate the power when speech is transmitted. The station 
to be signaled is determined by the code transmitted. This code 
consists of a definite grouping of dots and spaces and dashes. 

At the receiving station this modulated power is detected in the 
usual manner and results in an alternating current identical in nature 
to that used in transmitting the code. A special alternating current 
relay of high selectivity and sensitivity, in conjuction with a more 
common direct current relay system, converts the code into a series 
of direct current impulses. These impulses pass into a selector like 
that used in common train dispatching circuits. The mechanism 
of this selector will be unlocked and a local ringing circuit closed 
if the code is that for which it has been set. Thus it is seen that 
the code is received by all stations but only one selector of the sys- 
tem will operate to ring its local annunciator bell. The number of 
stations which can operate in the same system is determined by the 
number of possible combinations on the selector. At present this 
is set at seventy-eight but this may be readily extended to include 
more than two hundred. 

Because of the high selectivity of the alternating current relay 
and its associated direct current relay system, the apparatus is 
particularly free from interference such as the operation of nearby 
spark or L.CAWV. Stations. In fact, tests show that the signaling sys- 


tem will continue to function satisfactorily long after interference 
is so bad as to make conversation impossible. As designed, the 
signaling system may be made an integral part of a standard radio 
system without altering the apparatus already in use. 
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